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AFTER YEARS|^COLUMBIA RECORDS' FILES 




"Master safety disc No. J SB -an AUDIODISC - recorded 
December 12, 1939, was taken from our files and played back 
on September 12, 1947. This test showed that after almost 
eight years the recorded quality was still excellent and there 
was no measurable increase in surface noise. Surface noise 
of a new cut, made on this disc at the same date in 1947, was 
no different from the original cut." 

This is the brief, factual report by Columbia recording engi- 



neers on a test made to measure the lasting qualities of AUDIO- 
DISCS. In the photograph the two large bands show the orchestral 
recording made in 1939. Close to these are the unmodulated 
grooves cut this year. 

One more convincing proof of a most important claim — 
"AUDIODISCS do not deteriorate with age either before or 
after recording, and there is no increase in surface noise from 
the time of recording to playback or processing— whether it 
be a few days or many years." 




AUDIO DEVICES, INC., 444 Madison Avenue, New York 22, N.Y. 

Export Department: Rocke Internaiional Corp., 13 E. 40th Street, New York 16, N. Y. , ^ 5 p^^. off. 
Audiodiscs are maniijacliired in the U.S.A. under exclusive license from PYRAL, S.A.R.L., Paris 
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EDITOR'S REPORT 



BIOGRAPHY OF A SCOOP 

• ON WEDNESDAY morning, November fifth, 
we put this issue to bed. It hadn't gone too smootlily ; 
Winston Wells was still too ill to complete the sched- 
uled installment of his series on electronic organs, and 
illustrations for another article had become stymied 
in Washington. But out of the Golden West had 
come the first of an excellent series on magnetic tape 
recording, by Dr. Wetzel, as well as Professor Morri- 
cal's fine story on mixer networks. 

It was a good issue, but we weren't altogether 
happy. We wanted to run a story about a new noise 
suppressor, but the engineer was taken off the job 
to complete some other work. We had tried to get 
the technical data on the H. H. Scott suppressor, but 
Mr. Scott had made other commitments. We could, 
of course, report the lecture to be given by him at 
the National Electronics Conference, later in the 
month, but getting complete diagrams would be out 
of the question. So we closed the issue without a 
noise suppressor story. 

Two hours later, a friend phoned, "I was talking 
to John Goodell in Saint Paul just a few minutes 
ago, and he says he's planning to do a story on the 
H. H. Scott Dynamic Noise Suppressor, which he is 
manufacturing." Ten minutes later the long-dis- 
tance operator got my call through to John in Saint 
Paul. "But," he said, "if I do write this story for 
you, how long will it be before it is published?" If 
he didn't mind writing all night, and could get the 
complete story to me in three days, I told him, I 
would break open the current issue and run it as a 
lead. 

Two days later, he phoned me. The article was 
ready, he said, but Saint Paul was being blanketed by 
a blinding snowstorm, so no planes were flying. 
Trains would be too slow to meet our deadline, so 
what to do? But mail planes sometimes fly when 
passenger planes don't, so we took a chance. 

Saturday, November eighth, the article arrived, 
right on schedule. Just how it got through the 
thirteen-hundred-mile journey in less than twenty- 
four hours, in the midst of a blizzard at the sending 
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end and a sixty-mile-an-hour gale and rainstorm in 
New York, I'll never know, but all honor to our mail 
system. 

But we weren't, even then, altogether out of the 
woods. The two schematics which accompanied the 
article had to be redrawn, and one (see page 8) was 
rather complicated. Toget them donein time, we'd have 
to persuade our draftsman to work over the week-end. 
Early Sunday morning we drove over to his home — 
he has not been able to get a phone installed — catch- 
ing him just as he was leaving to take over an unex- 
pected assignment for the day as usher in a church. 
How he did it, I do not yet know, but the next morn- 
ing one of the drawings was on my desk, completed, 
and the other had been scaled so we could dummy up 
the story. Then, from our printer in Pittsfield, Mas- 
sachusetts, came word that the manuscript had been 
received and was being type-set. 

So that is how we were able to bring you the first 
technical data on the Scott Dynamic Noise Suppres- 
sor. Being an editor is fun, sometimes. 

MORE RECORD DATA, PLEASE 

• NOW that better phonograph pickups and ampli- 
fiers are available, the need for more techinal data 
on records is emphasized. To use this etjuipment 
intelligently, the cross-over frequency and amount 
of pre-emphasis used in recording should be known 
to the purchaser. If this is rlone, then both the manu- 
facturer and user can be assured that the record is 
being reproduced as well as possible with the equip- 
ment used. It is not enough simply to provide the 
operator with controls sufficiently flexible to accom- 
modate all recording characteristics and to rely on his 
judgment to select the proper reproducing character- 
istics. After all, there may be a group listening, each 
member of which has different hearing characteristics, 
so that the operator's idea of what constitvites good 
reproduction may not coincide with that of others 
with better hearing. Children, especially, usually 
have keen hearing and it is important that they get 
good reproduction if they are to cultivate a taste for 
the best. — J. H. P. 
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^these VIAA distributors 




AUTHORIZED WAA ELECTRONICS DISTRIBUTORS 




CASrcRN 



Automatic Radio Mfg. Co., Inc. 


Johanns & Keegan Co., Inc. 


122 Brookline Ave, 


62 Pearl St. 


Boston, Mass. 


New York, N. Y. 


Carr Industries, Inc. 


Newark Electric Co., Inc. 


1269 Atlantic Ave. 


242 West 55th St. 


Brooklyn, New York, N. Y. 


New York, N. Y. 


Tobe Deutschmann Corp. 


Radio Parts Distributing Co. 


863 Washington Street 


128 West OIney Road 


Canton, Mass. 


Norfolk, Va. 


Electronic Corp. of America 


Smith-Meeker Engineering Co. 


353 West 48th Street 


1 25 Barclay Street 


New York, N. Y. 


New York, N. Y. 


Emerson Radio & Phonograph Corp. 


Standard Arcturus Corp. 


76 Ninth Ave. 


99 Sussex Ave. 


New York, N. Y. 


Newark, New Jersey 


General Electric Co. 


Sy!tfania Electric Products, Inc. 


BIdg. 267; 1 River Road 


Emporium, 


Schenectady, N. Y. 


Pennsylvania 


General Electronics, Inc. 


Technical Apparatus Co. 


101 Hazel Street 


165 Washington St. 


Paterson, N. J. 


Boston, Mass. 


Hammarlund Mfg. Co., Inc. 


Tung-Sol Lamp Works, Inc. 


460 West 34th Street 


95 Eighth Ave. 


New York, N. Y. 


Newark, New Jersey 


Hytron Radio & Electronics Corp. 


W. & H. Aviation Corp. 


76 Lafayette St. 


Municipal Airport 


Salem, Mass. 


Rochester, N. Y. 


lAIDWESTERN 


American Condenser Co. 


Electro-Voice, Inc. 


4410 N. Ravenswood Ave. 


Carroll & Cecil Streets 


Chicago, III. 


Buchanan, Michigan 


Beimont Radio Corp. 


Essex Wire Corp. 


3633 S. Racine Ave. 


1601 Wall Street 


Chicago, III. 


Fort Wayne, Indiana 



E. F. Johnson Co. 

206 Second Ave., S. W. 

Waseca, Minnesota 



V it is easy to 
>uessir .-'> 

buy arid tlieir 
prices are rigfit 



Yes . . . these WAA Approved Distributors 
have large inventories of valuable, hard-to-get, 
electronic materials and equipment. These vast 
stocks of tubes, devices and apparatus were de- 
clared surplus by the Armed Forces. Investi- 
gate ... fill your present and future need while 
inventories still permit large purchases and 
wide selection. 

Purchasing of this equipment has been sim- 
plified to a high degree. These WAA Approved 
Distributors were selected on a basis of their 
ability to serve you intelligently and efficiently. 
Write, phone or visit your nearest Approved 
Distributor for information concerning inven- 
tories, prices and delivery arrangements. You'll 
find you can "Save with Surplus". 



SOUTHEKN 



Navigation Instrument Co., Inc. 
P. O. Box 7001, Heights Station 
Houston, Texas 



Southern Electronic Co. 
611 Baronne Street 
New Orleans, La. 



PACIFIC 



Cole Instrument Co. 
1320 S. Grand Avenue 
Los Angeles, Calif. 



Hoffman Radio Corp. 
3761 S. Hill Street 
Los Angeles, Calif. 




OFFICE OF AIRCRAFT AND EtECTRONICS DISPOSAL 



WAR ASSETS ADMINtSTBATION 



•WMA 

— *t A 

Offices located at: Atlanta * Birmingliam * Boston • Cliarlotle ^pt' 
Chicago • Cincinnati . Cleveland . Denver • Detroit • Grand Prairie, 
Tex. . Helena . Houston . Jacksonville . Kansas City, Mo. • LiHIe Rock 
Los Angeles • Louisville • Minneapolis • Nashville • New Orleons • New 
York • Omaha • Philadelphia • Portland, Ore. • Richmond ■ Salt Lake City 
St. Louis • San Antonio • San Francisco • SeaHle . Spokane • Tulsa 1374 

Customer Service Centers in these and many other cities. 
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BROADCAST MONITORING 

Illustrated on the right is the complete 
fulfillment of the broadcasters require- 
ments for adequate monitoring of the 
extended range FM signal. Features of 
the P-52HF Tru-Sonic separate 2-way 
speaker system include low 800 cycle 
crossover to relieve the lovi/ frequency 
driver cone of high frequencies— 6 cubic 
foot phase-inverted reflex cabinet for 
adequate bass support — 1 20°x 40° 
high frequency dispersing horns— over 
6 pounds of Ainico 5 magnet for high 
flux density in the gaps— efficiency over 
50%— high frequency attenuation con- 
trol to balance room acoustics— least 
inter-modulation, and fevi/est transients 
of any comparable speaker. 

Shovi/n in the Model 52U utility cabi- 
net. Available also in exquisite furni- 
ture of period design in either bleached 
blond or mahogany, vi/ith components 
totally enclosed. 

Model P-52HF vi/ith 2x6 horn, as shovi/n, 
$345.00 list. With 2x5 horn, $332.50 
list. With 2x4 horn, $320.00 list. 





The Model P-52A Coaxial 2-way speaker system 
embodies ihe same fine engineering and con- 
struction exemplified in the P-52HF Separate 
2-way system shown above, p/us the added fea- 
ture of space saving design. 1200 cycle cross- 
over — SO^'x 40° dispersion through 8 cellular 
horns— heavy, 6 pound Ainico 5 magnet for high- 
flux density— 16 ohm, 20 watt input— 15" cone 
diameter. Price $205.00 /isf. 
Normal frade discounfs prevail. Write for 16 page 
bulletin describing Tru-Sontc speaker systems. 



TECHNICANA 

Sound Diffuser 

• Here's a cheap and simple sound 
diffuser for studios and monitor booths. 
Make two five-foot equilateral triangles 
out of 2 X 4s. Then take two 4' .\ S' sheets 
of two-ply and nail the Ijottom of 4' ends 
to two of the 5' sides of a triangle, so the 
sheets make an angle of 60 deg. Then 
nail the top 4' ends to the other triangle, 
but twist the sheets of plywood so they 
make a 60 deg. angle the other way. Thus 
each sheet is continuously bent in two 
planes. It can't drum, it stands up, can 
l)e moved around, dif^'uses beautifully, 




and if you hide a mike in it you improve 
the directivity. (Note: the 4' end of the 
plywood should be centered in its 5' side 
of the supporting triangles.) These can 
be slung from cables in any position. 

Three at right angles make an astound- 
ing improvement in a small .studio or 
monitor booth. The test is to play 1,000 
cps through a horn and walk around with 
a mike and note the \l excursions before 
iind after. I have seen 23 db before, using 
a ribbon mike, and 3.5 db after, showing 
the reduction in standing-wave nodes and 
peaks by adding multipath diffusion. 
Due to diffraction, the back sides of the 
flats do a lot of good so they should not 
be stood against a wall. Three-ply is 
better mechanically, but it takes a couple 
of good men to get the thing together. 

J. N. A. Hawkins, 

844 N. LaJoUa Ave. 
Hollywood 46. Calif. 

EFFECTS OF PHASE SHIFT 

• Reporting on a serious group of ex- 
periments to determine the effects of 
phase in monaural perception, R. C. 
Mathes and R. L. Miller, of Bell Tele- 
jihone Laboratories, bring forth se^•eral 
interesting phenomena in the September 
1947 issue of /. Acorn. Soc. Am. 
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STEPHENS 

MANUFACTURING COMPANY 



10416 National Blvd. 

Speaker Systems for 




Lot Angeles 34, Calif. 

Theatre and Home 
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P-52A Coaxial 2-Way System 

For Home Reception 
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These ex]>eiiiiieiits ilemonstiated tliat 
tlie eii\'elo]je Win eshape of a complex 
tone — which is determined to some extent 
by tiie relative phase of the fiuidamentai 
and its liarnionics has an impoitant 
bearing on the tone quality. Wliile it has 
been generally believed that the quality 
of a tone was independent of the relation 
between the fundamental and the har- 
monics, tliese experiments were made to 
piove or disi>rove this theory as well as a 
number of others stated by Hehuholtz in 
lii-^ "Sensations of Tone" 1895, By means 
of balanced modulator circuits using 
techniques similar to those employed in 
frequency-modulated transmitters, it is 
l)ossible to provide a variety of signals 
with entirely controllable ])hase relations, 
without the necessity of employing liar- 
monies of a single oscillator to ensure a 
constancy of phase relation. When sepa- 
rate oscillatois are used, it is almost im- 
possible to maintain a definite phase re- 
lationship during the experiment. 

Observers w'ore headphones for theae 
tests to avoid the possibility of standing 
waves interfering with the results, as 
would most surely be the case if a loud- 
speaker were used. Among the con- 
clusions arrived at are the following: 

1. The tone quality depends upon the 
e iin|K)uents present, and, over certain Ire- 
(jucncy and volume ranges, upon the enve- 
lope sliiipe, which is determined b\' the rela- 
tive amplitudes and phases. 

2. With no change in rnlative amplitude 
of the harmonics present, the ear is able to 
detect changes in phase only, provided 
rhey aio sufiicicnily groat. 

3. Phase shift determines the degree of 
harshness of the tone. 

A companion jiaper, ajipearing in the 
same issue of the Journal, inilicates the 
I'esults of a group of experiments of one 
of the .same authors in connection with 
the "Masking Effect of Periodically 
Pulsed Tones." Both jiajjcrs are extreme- 
ly complete, and indicate a true scientific 
apinoach to well-known problems. The 
latter exiieriments have proved, among 
other i-esults, that repeated pulses of two 
different frequencies exert a masking 
effect which is dependent ujjon the time 
interval between the pulsing, with the 
greater masking occuriing when the in- 
ter\'al decreases. 

SOUND FOR 8-MM FILMS 

• Attempts to employ standard sound 
recording ])ra('tices to 8-mm film have 
been made to some extent, but from a 
consideration of the conditions, it is ol)- 
\-ious why the results are not compaiable 
to the 35-nim theatre films, or even to 
the Ifi-nmi home movies, according to 
Marvin Camras, of the Armour Hesearch 
Foundation, in an article in /. Soc. Mot. 
Pid. Enq. for ( )ctober 1047. This article, 
"Magnetic Sound for 8-nnn Projection," 
was first presented in April at the SMPE 
convention in Chicago, and has been 
referred to occasionally in other litera- 
ture. 

[Continued on page 4l\ 
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Built by 
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union 
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licensed 
under U. S. 
patents of 
. The 
American 
Telephone & 
Telegraph Co 
and 
The 
Western 
Electric Co. 
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The NEW COMMERCIAL 

Studio Quality 

amplTfiers 

by Bardwell & McAlister, Inc. 

The advanced functional design of Bardwell & McAlister's 
New 12 and 25 watt Commercial Amplifiers is based on 
the long experience of our electronic engineers in the 
design and manufacture of Audio Equipment for the 
Motion Picture Industry, where quality is a requisite. 

This new line of Commercial Amplifiers answers the 
great demand of Sound Engineers for commercial ampli- 
fiers embodying the proven principles of "custom -built" 
design so successful in Hollywood Studio Sound Equip- 
ment . . . The RESULT— high fidelity reproduction at any 
setting of volume controls up to full rated output; less 
than 4% distortion; versatility of application. These Ampli- 
fiers have an ease of operation and long life found only in 
Bardwell & McAlister Studio Quality Amplification Systems. 

• Designers and Manufacturers of Custom-Built 
Broadcast Speech Equipnient, School Sound Systems 
and Recording Equipment. Estimates gladly given. 

DEALER INQUIRIES INVITED. 
ELECTRONIC DIVISION 

BARDWELL & McALISTER, INC. 

HOLLYWOOD, CALIFORNIA 
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FLEXIBILITY, BEAUTY, LOW COST 




Model 


Type 


Outpul 
db 


Freq. 
Resp. cps 


Coble 


Price 


915 


Crystal 


—50 


40-7500 


7 '/! fl. 


$10.00 


915-S* 


Crystal 


—50 


40-7500 


7 Vi ft. 


1 1.50 


615 


Dynamic 


—57 


55-7500 


7 '/! ft. 


16.50 


615-S* 


Dynamic 


—57 


55-7500 


7 Vi ft. 


18.00 


615-SR** 


Dynamic 


—57 


55-7500 


7 '/! ft. 


20.00 


215 


Carbon 


-24t 


200-4000 


48 in. 


8.2S 


215-S* 


Carbon 


-24t 


200-4000 


48 in. 


9.75 


215-SR** 


Carbon 


-24t 


200-4000 


48 in. 


10.00 



ith 
fusing 



lide-to-talk stiortmg switch 

slide-to-talk relay control switch and hang-up hook 
nput transformer 



Model 415. New, modern, reclining Desk Stand. 
Microphone mounts at 1 S'tilt. List Price $1.50 

Model 330. Suspension Bracket. Fits 5/8"- 2 7 
thread adapter. List Price $ .55 

Authorized Distributors Everywhere 
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NO F(NER CHO/CE THAN 



c.y.i.i Microihore. E LECTRO' VOICE, INC., BUCHANAN, MICH. Export: 13 East 40th St., New York 16, N. Y., U.S.A.— Cables: Arlcb , 

licenBed under Brush patenta 
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Six-tube Dynamic Noise Suppressor used with 
Goodell Radio-Phonographs. Shield can 
with internal shock mounting at left is plug-in 
preamplifier compensated for Pickering car- 
tridge. 6AL7 indicator tube is used to observe 
gate action. One section is connected to high- 
frequency and one to low-frequency reactance 
tube circuits. 



The Dynamic 
Noise Suppressor 



JOHN D. GOODELL* 



This article describes the principles and circuits for the dynamic sup- 
pression of background noise developed by Hermon Hosmer Scott. 



IN ALL METHODS of music reproduc- 
tion, background noise is a limiting 
factor. In the reproduction of disc 
recordings, the irritation of needle scratch 
was accepted for many years as an evil 
linavoidably associated with wide range 
reproduction. Countless methods of 
eliminating the noise without affecting 
the brilliance of the reproduction were 
investigated and rejected. 

Many engineers and listeners with a 
high degree of tonal appreciation found 
it necessary to develop a psychological 
rejection of the needle scratch in order to 
enjoy full range reproduction. This was so 
prevalent a concept that upon first hear- 
ing the Dynamic Noise Suppressor in 

*The Minnesota Electronics Corp., 6th & 
Minnesota Sts., St. Paul 2, Minn. 



action at the National Electronics Con- 
ference in 1946, many observers were 
incredulous to the point of refusing to 
believe that there was no trick involved 
in the demonstration. Others were so 
thoroughly "acclimatized" to the pres- 
ence of scratch that they believed they 
were observing an appreciable change in 
the quality of reproduction when the 
scratch was removed, until they had 
listened repeatedly to the same passages 
with the dynamic suppression circuits in 
and out of the system. 
^ ,The Dynamic Noise Suppressor will 
not remove all the background noise. It 
will not preserve all of the frequencies 
present in every record under conditions 
of maximum suppression. It uiU improve 
the signal-to-noise ratio incredibly, and 



with proper adjustment will preserve the 
band pass necessary for full range repro- 
duction to a degree that makes it impos- 
sible for most listeners to observe a 
change in tonal quality even when the 
suppressor is rapidly switched in and out 
of the system during the playing of 
records. The reduction in noise obtained 
will vary witli the hearing characteristics 
of the listener and with other factors of a 
psychological nature. Obviously, with a 
listener incapable of observing anything 
over 4000 cycles per second, the effective 
noise reduction will not be as appreciable 
as with one whose hearing has wide range 
response characteristics. As a practical 
matter, the reduction in high- and low- 
frequency noise is approximately 20 db. 
The losses involved in quality of repro- 



Fig. 1. Dynamic Noise Sup- 
pressor. Many variations of 
switching circuits are pos- 
sible. R1 is often 5-position 
switch. Circuit parameters 
and component values are 
typical of designs for conven- 
tional home radio phono- 
graphs but are not neces- 
sarily identical to those used 
by any particular manufac- 
turer. 6Sj7s are sometimes 
used as reactance tubes. 
Various voltage amplifier 
tube types may be substi- 
tuted. 6H6 may be used for 
diodes. 



30K 



250 VOLTS 
WELL FILTERED 




1 



1 M 1 M 



~ DIODES IN 6 SO 7^ 
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Fig. 2. The 91 0-A Dynamic Noise Suppressor for broadcast stations. Push-pull circuits conform to standard broadcast engineering practice 
with usual advantages of push-pull arrangements. Elaborate switching and remote control facilities aid in obtaining optimum conditions on 

wide variety of records with convenience to operation. 



8 AUDIO ENGINEERING NOVEMBER, 1947 



www.amfirinf5nradiohistorv.r;om 



duction are in an order of magnitude that 
l)laces them in the category of laboratory 
observation. The design and construction 
of the noise sujijiressor for application in 
any particular amjjlifying system re- 
quires careful engineering, and the adjust- 
ment of the controls requires some ex- 
jjerience in order to obtain oi)timum 
results. 

There are countless jjossible variations 
of the basic circuits to fit sjiecial problems. 
Each manufacturer producing a Dynamic 
Noise Suppressor has developed switch- 
ing and control facilities, as well as more 
or less elaborate circuits in accordance 
with the viewpoints of \'arious engineers 
and the requirements of the equipment in 
which it is incorporated. There is also a 
certain amount of individual opinion as 
to the most desirable conditions of opera- 
tion, which is typical of all equipment 
designed in the highly controversial field 
of audio engineering. 

rundamental Circuits 

The fundamental circuits consist of 
controlled reactance tubes. In Fig. 1 is 
shown a relatively simple Dynamic Noise 
Suppressor using one high-frequency and 
one low-frequency section. V2 is de- 
signed to api)ear as a variable capacitance. 
In series with L2 it forms a sharply 
tuned filter shunted across the system. 
The cajjacitor between grid and jilate of 
the reactance tube in series with the grid 



return forms a phase shifting network. A 
portion of the signal passing through the 
system is thus applied to the grid so as to 
produce an alternating current in the 
tube that leads the signal voltage applied 
to the plate by 90 degrees. The mag- 
nitude of the voltage ajjplied to the grid 
at any fretiueney is a function of the 
impedance of the capacitor between grid 
and plate. Consequently the capacitive 
current through the tube and the effec- 
tive value of the tube viewed as a capac- 
itance will vary with the tuning of this 
cajjacitor and will change the resonant 
frequency of the series LC circuit. 

The effective mutual conductance 

of the tube under static conditions is a 
function of the screen \-oltage produced 
by the dividing network in the screen 
circuit and the cathode bias resistance, 
since these values determine respectively 
the i)late current versus grid voltage 
curves and the static operating point. In- 
creasing the effective mutual conductance 
creates the effect of making the tube 
appear as a smaller capacitance and tunes 
the circuit towards a higher frequency. 
The opposite effect is produced by lower- 
ing the effective mutual conductance. 
The cathode bias, of course, tends toward 
degenerative self adjustment in terms of 
the signal and thereby affects the appar- 
ent Q of the entire circuit. 



A portion of the input \-oltage to the 
system is obtained from I';, which is 
simply a voltage amplifier stage, and is 
filtered and rectified through the d-c 
control circuits. The rectifiecl voltage is 
aijplied to the grid of the reactance tube 
so that the mutual conductance is under 
djTiamic control of the input signal. 
These filter circuits must be so designed 
that the control voltage is obtained from 
components of the signal in the uppev 
fundamental range of the musical scale. 
Fortunately the region it is desirable to 
attenuate to reduce high-frequency noise 
is in the extreme upper fundamental and 
harmonic portion of the musical spectrum. 
Thus, whene\'er appreciable signal energy 
is present in the high-frequency region, 
there must be fundamentals present in 
the upper mid-range. If the control 
voltage is derived from the range it is 
desirable to attenuate, it becomes pos- 
sible to drive the reactance tube "open" 
with the noise. If the control voltage is 
obtained from a low-frequency range 
where no appreciable high harmonic 
content exists, the "gate" is driven open 
during passages when there is only noise 
present in the high-fre(juency spectrum. 

Time Constants 

For proper operation of the suppressor 
it is essential that the control voltages be 
derived from carefully selected bands of 
frequencies. The time constants of the con- 



Unit 


Description 


Unit 


Rl 


RWV-600 


R40 


R2 


RC21-47 


R41 


R3 


RC21-1000 


R42 


R4 a & t 


RC21-22k 


R43 


Ro a & b 


RC21-100k 


R44 


R6 


RC21-22 ohms 


R45 


R7 


RC2 1-440 (2-220 series) 


R46 


R8 


RC31-]00k 


R47 


R9 a & b 


RC2l-470k 


R48 


RIO a & b 


RC21-100k 


R49 


Rll 


RC21-110 (2-220 parallel) 


R50 a & b 


R12 


RC31-100k 


R51 a & b 


R13 a & b 


RC21-470k 


R52 a & b 


R14 a & b 


RC21-1 Meg. 


R53 a & b 


R15 a & b 


RC21-] Meg 


R54 a & b 


R16 a & b 


RC21-220k 


R55 a & b 


R17 ; 


RC2 1-2200 


R56 a & b 


R18 


RC31-100k 


R57 


R19 a & b 


RC21-470k 


R58 


R20 


RC2 1-800 (470 and 330 series) 


R59 


R21 a & b 


RC21-1 Meg. 




R22 


RC2 1-1000 


CI a & b 


B23 


RC2 1-0800 


C2 a & b 


R24 


RC2 1-5600 (6800 & 22000 


C3 




parallel) 


C4 a & b 


R2o 


RC2 1-5600 (6800 & 22000 


C5 a & b 




parallel) 


C6 a & b 


R26 


RC2 1-5500 (2200 and 3300 


C7 a & b 




series) 


C8 a & b 


R27 


RWC-910-1 


C9 a & b 


R28 


RWC-910-1 


CIO a & b 


R29 


RWC-910-2 


CU a & b 


R30 


RC21-470k 


C12 a & b 


R31 


RC2 1-6800 


C13 


R32 


RC21-220k 


C14 


R33 


RCV-500k-2S 


C15 


R34 


RC20-550 (220 & 330 series) 


C16 


R3a 


RC20-470k 


CI7 


R36 


RC20-100k 


C18 


R37 


RC20-470k 


C19 


R38 


RC20-470k 


C20 


R39 


RC20-1.0 Meg. 


C21 



Description 

RC20-1.0 Meg. 
RC20-1.0 Meg 
RC20-1.0 Meg. 
RC20-1.0 Meg. 
RC20-1.0 Meg. 

RC40-1000-2 RC 30-470 series 

RC30-470 

RW-500-10 watts 

RW- 1000- 10 watts 

RC30-3300 

RC20-10k 

RC20-4.7 Meg. 

RC20-220k 

RC20-15k 

RC20-4.7 Meg. 

RC20-330k 

RW20-5 ohms 

RC20-235 ohms (2-470 parallel) 
RC20-235 ohms (2-470 parallel) 
RC20-687 ohms (1000 & 2200 

parallel) 
CM20-200 mmfd. 
CM30-.01 mfd. 
CEC-500 mfd.-25v 
CM20-200 mmfd. 
CCV-100 mmfd. 
CM30-2500 mmfd. 
CM30-.01 mfd. 
CM30-5000 mmfd. 
CM30-5000 mmfd. 
CM30-.02 mfd. 
CM30-.01 mfd. 
CM30-.01 mfd. 
CM20-250 mfd. 
CM20-100 mmfd. 
CM30-.01 mfd. 
CM30-2500 mmfd, 
CM20-500 mmfd. 
CM30-5000 mmfd. 
CM30-5000 mmfd. 
CM30-.01 mfd. 
CPM-.Ol mfd. 



Unit Description 

C22 CPM-.Ol mfd. 

C23 CPM-.Ol mfd. 

C24 CEB-20 mfd.-4 sec. 

C25 a & b CCVD-7 mmfd. (dual unit) 

C26 CEC-100 mfd.-25v. 

C27 a & b CM20-15 mmfd. 

C28 CEC-25 mfd. 25v 

Si SRW-105-1 

82 SRW-25-1 

83 8RW-45-1 

84 8RP-21 X A 
83 8WT-21A 

Ml MRD-IVU Meter 

Tl TRAE4-1 

T2 TRA4-1 

T3 TR[P-1 

9 1 0 A-20 Terminal Strips 
910A-21 Terminal Strips 
910A-22 Terminal Strips 

HAU-910 Handles for Chassis 
CHL-A-910 
2CH:[-A)2coil3 
2CH[-B) 2coils 
PL-2 Twist-look Power Plug 

2CAP-2 Connecting Power Cable 
MDU-2 Mounting Plate 
PLJ-4 Jones Plug 
SOJ-4 Jones Socket 

6SL7 
b 6SK7 
b 6SK7 
b 6SK7 
6SN7 
6SJ7 
6H6 
6X5GT 
0D3 
0D3 



(LI 
(L2 
PL2 



VI 

V2 a& 

V3 a & 

V4 a & 

V5 

V6 

V7 

V8 

V9 

VIO 
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Under chassis view of Dynamic Noise Suppressor incorporated in Goodell Amplifier shown 
with arrangements for plug-in of control cables in front panel. Trimmers in tuned circuits shown 
at right have screw driver adjustments. Screw driver adjustment of potentiometer in upper right 
corner permits compensation of input level from various sources to provide correct drive to 

gate circuits. 



trol circuits must be designed to provide 
rapid opening of the "gates" so that the 
brilliance of staccato passages and cymbal 
crashes will be maintained. The time 
constants controlling the "gate" closing 
are equally important. These values 
must permit sufficiently rapid closing to 
eliminate the hangover of needle scratch 
described as "swish," but must not close 
so abruptly as to have an appreciable 
effect upon the reverberation following 
abrupt crescendos. For optimum results 
on all types of records, elaborate systems 
may provide switching facilities for these 
components. The choice of these values 
is one of the important factors in eliminat- 
ing any recognition of the gate action by 
the listener. 

Tube Adjustment 

The potentiometer in the cathode cir- 
cuits is used to adjust the static mutual 
conductance of the reactance tubes, thus 
setting the minimum band pass. It will 
be clear that many different tube types 
may be used for the reactance tubes 
with somewhat different results and re- 
quiring, of course, an adjustment of com- 
ponent values for optimum conditions. 

The low-frequency reactance tube V3 
is designed with a phase shifting voltage 
divider in its plate to grid circuit such 
that the signal developed on the grid 
produces an alternation of the current 
through the tube that lags the voltage 
signal applied to the plate by 90 degrees. 
This circuit appears as an inductive re- 
actance shunted across the ^'stem. The 
effective mutual conductance of the tube 
is varied by a control voltage applied to 
its grid, thus tuning the inductive current 

10 



to produce varying degrees of low-fre- 
quency attenuation. 

To produce the most desirable results, 
the high-frequency circuits are designed 
for sharp cut-off characteristics. The low- 
frequency circuits do not require such 
sharp attenuation but should be some- 
what steeper than that obtained with the 
usual RC arrangements. Clearly, the low- 
frequency control voltage must be ob- 
tained from a portion of the spectrum 
that does not include high frequency 
fundamentals, but must not be developed 
from low frequencies in the range of 
motor rumbles and other noises it is de- 
sirable to attenuate. 

In these, as in all analogous filter cir- 
cuits, the shape of the curves, particularly 
with regard to steepness of cut-off, will be 
considerably affected by the input and 
output terminating impedances. 

The tuned circuit consisting of Li and 
Ce is adjusted to produce sharp cut-off in 
a region between 10 kc and 16 kc, depend- 
ing on associated designing. The purjjose 
of this circuit is to attenuate all fre- 
quencies beyond the maximum pass band 
and to eliminate noise that might appear 
in a region where the resonant curve of 
the reactance tube circuit rises above its 
point of sharpest tuning. Obviously it is 
possible to tune a single reactance tube 
circuit only over a limited range with the 
control voltage available. In the more 
elaborate systems, an additional high- 
frequency reactance tube is used to jier- 
niit a wider maximum pass band and 
tuning of the fixed filter to 16 kc. Theo- 
retically, this principle could be carried 
on indefinitely if there were any apijlica- 
tion where frequencies reaching into the 
ultrasonic range were to be included in 



the maximum pass hand. In the sinipler 
systems, or through switching arrange- 
ments, it is often desirable to time the 
fixed filter to 10 kc in order to eliminate 
heterodyne whistles from adjacent radio 
channels when used for radio reception. 

In table model sets, where the low- 
frequency cut-off is sufficiently high to 
eliminate motor rinnble, a one-tube 
Dynamic Noise Suppressor consisting of 
a single high-frequency reactance tube 
circuit is often adequate. Many engi- 
neers have been so plagued with high- 
fre(|uency needle scratch for years that 
they have paid little attention to low- 
frequency motor rumble as a serious 
factor with reasonably good motor 
mountings. In experiments with various 
versions of the Dynamic Noise Sup- 
Iiressor it has been found that elimination 
of the high-frequency noise immediately 
makes the low-frecjuency noises more 
apparent and more irritating. For this 
reason alone the low fretjuency circuit is 
well worth including. Actually, it is 
essential to include the low-frequency 
section for reasons associated with main- 
taining a correct aural balance. It is well 
known that the characteristics of human 
hearing are such that a band pass of 
correct balance is more acceptable than 
an extension of either end of the spectrum 
when one end is attenuated. This is 
usually expressed in tenns of the product 
of the lowest and highest frequencies in 
the pass band. By proper coordination of 
the high and low frequency reactance 
sections and their associated control cir- 
cuits, it is possible to maintain a verj- 
satisfactory balance in the action of the 
Dynamic Noise Suppressor. In high- 
quality systems this characteristic is 
imperative if satisfactory results are to be 
obtained. 

Other Advantages 

There are a number of secondary 
advantages obtained with the Dynamic 
Noise Suppressor. Among these is the 
fact that tendencies toward oscillation 
through mechanical or acoustic coupling 
in systems with extended low frequency 
response are greatly minimized. In the 
reception of recorded programs from 
radio stations, particularly FM, where 
the noise suppressor is not used in the 
transmitting system, the background 
noise may be limited just as effectively as 
in phonograph operation. Other tyjjes of 
interference, such as tube noises in pre- 
amijlifiers, transmission line noises, hum 
and ordinary static, are greatly reduced 
in nuisance value. 

The remarkable results obtainable with 
properly designed and operated dynamic 
noise suppressors are aided considerably 
by inherent characteristics of himian 
hearing and by the structure of musical 
sounds. Most music contains passages 
where the required pass band is very 
limited. It is also true that the frequency 
[[Continued on page 43] 
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Desisn and Use oF Mixins Networks 

K. C. MORRICAL * 

An authoritative article on a subject about which little has been written. 



IT IS NECKSSARY in many audio and 
acoustic applications to conil)ine the 
signals from several sources in a known 
and controllable manner. A common 
example is the mixing of the outputs of 
one or more turntal)les with that of 
studio microjihones, magnetic recorders, 
etc. In these applications the connections 
between the various units of the system 
are made at standard hnpedance values, 
i.e. ()()(), 250, 50 ohms, etc., and mixing 
accomplished by means of circuits teraied 
mixer networks. 

In general, the complete mixer net- 
work contains provisions for level control 
of the individual channels and of the out- 
going signal, as well as performing its 
fundamental requirement of coml)ining 
the signals in such a manner that all 
necessary circuit refjuireinents are met. 
Since such circuits are seldom mentioned 
in the literature, and yet are valuable in 
audio frequency engineering, a brief 
de.scription of their proper use seems to 
be in order. In this respect, it is note- 
worthy that even in manufacturer's 
catalogs incorrect mixer networks are 
shown, the use of which would result 
in certain circuit irregidarities as de- 
scribed below. 

General Considerations 

A mixer network must : 

1. Combine the signals of the various 
sources in such a manner that all cir- 
cuit requirements are met, 

and in addition may: 

2. Provide fixed or variable attenuation 
for each channel in order that the rela- 
tive signal levels can be adjusted. 

3. Provide fixed or variable attenuation 
for the outgoing signal. 

In order to simplify the discussion, and 
present the results without undue mathe- 
matical effort, the following assumptions 
will be made : 

1. All source impedances and the load 
impedance are purely resistive. This 
condition is satisfied in almost all 
applications, particularly at the point 
in the system where mixing is done. 
Tlie transformer inputs and outputs 
of amplifiers usually meet this condi- 
tion, as do most microphones, pick- 
ups, etc. Mixing is practically never 
done at microphone level, but after 
some amplification, and therefore 
crystal microphones and pick-ups and 
condenser microphones are never asci! 
to feed th<> network. 



* Washington U niversity and Central Institute 
for the Deaf, St. Louis, Mo. 



2. All sources have equal impedances. 
This condition is also satisfied in 
almost all applications. Instances of 
departure from this assumption will 
be discussed later. 

3. Source and load impedances are equal. 
The remarks under (2) apply here. 

4. No frequency discrimination is desired 
in the mixer network or attenuators. 





N db 
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Fig. 1. Connections (or a representative 
attenuator. 

Consider now some facts about attenua- 
tors. Fig. 1 makes use of a "T" section 
although the remarks will equally apply 
to any other type of section. The de- 
scription of and the computation of vari- 
ous attenuation networks have already 
been described. ^-^ The three defining 

'P. K. McElroy — Designing Resistive 
Attenuating Networks, Proc. IRE, Vol. 23, 
No. 3, p. 213, March 1935. 

'A. P. Hill, Resistance Attenuator Net- 
works, Motion Picture Sound Engineering, 
p. 459, D. Van Nostrand Co., Inc. 



characteristics of the attenuator are: 

1. The value of the impedance out of 
which it operates. 

2. The value of the impedance into which 
it operates, and 

3. The amount of loss it introduces. Thus 
three equations are provided to solve 
for the values of the three resistances. 

If the load, Rl, is connected at j)lane bb, 
then the generator at plane aa will look 
into a load Rs. It will not see a value Rs 
if the load is not connected. Likewise, if 
the source, Rs, is connected at plane aa, 
the load at plane 66 will look into a 
source Rl. It will not see this value Rl 
if the source is not connected, or, of 
course, if a source of some value other 
than Rs is connected. Therefore, if 
either the source from which the pad is 
fed, or the load into which it operates is 
incorrect there will be a reflection loss 
arising from the mismatch. However, if 
the incorrect load is applied at plane 66, 
the resulting situation is much more 
serious than if only some reflection loss 
was being experienced, for the following 
reason. The resistances in the pad for 
the desired attenuation were computed 
on the basis of the specified load resist- 
ance, and, therefore, if the load connected 
is of some other value, the patl will not 
introduce the loss which is expected of it. 
That is important enough to state again : 
if the attenuator is incorrectly loaded, it 



Operator at controls of Western Electric 
25B standard type speech input console. 
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Fig. 2. Connectsoni 



M)i7i Moi introduce the loss for which it ?ms 
designed. It is common practice in 
measurement work to obtain values of 
unknown quantities by means of adjust- 
able or variable attenuators. This use, 
where highest accuracy is wanted, is most 
open to serious errors from improper 
termination. 

Incorrect loading of attenuators, for 
one cause or another, is tlie most frequent 
origin of error in attenuators and mixing 
circuits. For instance, there was once a 
circuit shown which connected four 200- 
ohm controls in series and loaded the 
combination on 800 ohms. Actually, of 
course, each control was loaded on 1400 
ohms instead of the 200 ohms necessary 
to yield the correct value of attenuation, 
and the numbers on the dial were without 
meaning. After several such experiences, 
a wise operator will always check this 
point before using strange equipment. 

First Type Mixer Networks 

Consider the general case of n sources 
all of impedance R to be combined and 
operated into a load whose impedance is 
R. Such a system is shown in Fig. 2. 
For channel 1 to be properly terminated, 
it should see a load R at plane aa, which 
it will if the following attenuator looks 
into a load R at plane bb. Likewise, the 
load should see a source R at plane dd, 
which it will if the master attenuator sees 
a source R at plane cc. The simplest 
method of accomplishing this is by the 
use of auxiliary resistors in series with 
each line. Since all sources have an 
impedance R, it is obvious that the order 
is of no importance and therefore the 
value of the series resistance is the same 
for all incoming lines. These have been 
designated as P, while the series resist- 
ance in the outgoing line is Q. Therefore 
there are two unknown resistors requiring 
two equations. 

The impedance to the left at plane cc 
is comprised of Q in series with n parallel 
circuits of P and R in series. Hence, 

R = Q + ?^lJL (1) 
n 

Similarly, the impedance to the right at 
plane bb is comprised of P in series with 
the parallel combination of « - 1 parallel 
circuits of P and R in series and one cir- 

12 



cuit of Q and R in series. Hence, 
R + P 



R = P + 



1 



(R + Q) 



R + P 
n - 1 



(2) 



+ R + Q 



(Note that the same result would be 
obtained by choosing plane ee instead of 
plane aa) 

Solving these two equations for P and Q 
results in 

^ = « = ^1 « 
The resistances P and Q naturally intro- 
duce losses in addition to that of the in- 
dividual attenuators. This loss, known 
as the mixing loss, can be determined by 
considering the generated voltage eo, and 
supposing the attenuators to be removed. 
This can be done, of course, because the 
connections are- on an image-iterative 
basis,^ and any number of such networks 
can be inserted or removed without intro- 
ducing mismatch. The power absorbed 
to the right of plane bb is 

^2 



Pb = 



4R 



(4) 



Progressing along the circuit junction by 
jimction, the voltages at each point are 
determined to be 



ei£ = 9 «o 



634 



ese 



R - P 



R 
R 



1 



The power absorbed to the right of plane 
cc is 

P = !!£f = _fL (5) 
R An'R 

and the mixing loss is 

Ph 

M.L. = 10 log = 10 log n» (6) 
Pc 

= 20 log n 

The values of P and Q and of M.L. for 

various numbers of input channels are 

shown in Table I. 



n - 1 
1 



'T. E. Shea, Transmission Networks and 
Wave Filters, p. 87, D. Van Nostrand Com- 
pany, Inc. 



Second Type Mixer Networks 

There is another type of mixing circuit 
which omits resistance Q, and therefore 
the loss introduced by it, and instead 
loads the network on an impedance Rl 
which must be calculated to establish 
matched conditions. This circuit is shown 
in Fig. 3. Following the procedure 
used in solving the other circuit, the 
impedance to the left at plane cc is com- 
prised of n parallel circuits of P and R 
in series. Hence 

Similarly, the impedance to the right at 
plane bb is comprised of P in series with 
the parallel combination of ?! - 1 parallel 
circuits of P and R in series and one cir- 
cuit of Rl. Hence 

'-^ 

R^p + (S) 



R + P 



+ Rl 



n - 1 

Solving these two equations for P and 
Rl results in 



P^^-^R 
n 

2n - 1 



(9) 



Rl 



(10) 

The mixing loss can also l)e found in a 
similar manner hy determining the volt- 
ages. Thus 

R-P 1 
R n + 1 

and the power absorljed to the right of 
plane cc is 



"0 



(11) 



RL R (A -I- 1)2 (2w - 1) 
The mixing loss is 

M.L. = 10 log ^ 

(w + 1)^ (2/t - 1) 
= 10 log i^^i (12) 

The values of P, Rl and M .L. are shown 
in Table II for various numljers of input 
channels. 

Remarks 

The choice between types of circuits 
depends for the most part on other design 
requirements. The first type is by far 
the simplest to use because of the fact 
that all associated line impedances are 
the same value. Thus, the 600-ohm out- 
puts of four different amplifiers can be 
combined and the network is able to be 



TABLE I 

Values of P and Q and of M.L. for 
various numbers of input channels 
in First Type Mixer Networks. 



P/R or 0/R 



0 

1/3 

?/2 

3/.5 



Mixing 

Loss 
20 log n 

0 

0.02 db 
9.54 db 
12,04 db 
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loaded on tlie standard 600-oliin input 
of the following amplifier if the first type 
mixing circuit is employed. All that is 
required is five 360-ohm series resistors 
connected in star fashion. The mixing 
loss resulting is 12.04 db. 

If a 12 db mixing loss is too great, use 
may be made of the second type mixing 
circuit with a loss of only 4.37 db, a sav- 
ings of 7.67 db as shown in Table III. 
Four 450-ohm resistore will be necessary. 
However, the output impedance will now 
be 262. .5 ohms, a non-standard value 
which it will be found difficult to match. 
The inset of Fig. 3 shows the use of a 
transformer which transfomis the imped- 
ance Nl to the R of the incoming lines, 
or, of coiu-se, to any other standard 
value so that standard impedance atten- 
uators and loads can be used, A trans- 
former is not an ideal de\'ice, usually 
producing frequency and phase dis- 
crimination, and moreover it costs money. 
Such a "mixing transformer," as it is 
called, is supplied by at least one manu- 
facturer for the case of 500-ohm lines; all 
other values are usually special. In gen- 
eral, the resulting savings in mixing loss 
is not worth its cost in transformer, 
weight, and space and can more economi- 
cally be balanced by liigher amplification. 

It was mentioned above that the series 
resistors in the first type mixing are equal 
and are connected in a star pattern. The 
star pattern is also true of the lines, 
since thev connect to these resistors. 



TABLE II 

Values of P, Rl, and M.L. for vari- 
ous nunibors of input channels in 
Second Type Mixer Networks. 

P/R Rl/r Mixing 
Loss 

~~^2n-\ ~ 0^-l)-(2n-i) 

11 — — rj- 1(1 lo'; rr 

II 11- '11- 



1 0 

2 H 

3 2/3 

4 M 



74 

0/9 
7/16 



0 db 
2.27 db 
3.47 dl) 
4.37 db 



TABLE III 

Difference in Mixing Loss due to 
two types of Mixer Networks, 
n AM.L. 

1 0 do 

2 3.75 db 

3 6.07 (lb 

4 7.67 (lb 



Extension to Unequal Impedances 

To prevent unnecessary complication 
of the foregoing discussion, it was 
assumed that all impedances were equal, 
etc. It does happen that in most instances 
in which mixing of the signals is desired, 
the input and output impedances are all 
equal, usually 600 ohms. However, there 




Therefore the distinction between incom- 
ing channels and the outgoing channel 
disappears, as can 1-e seen by i-earranging 
Fig. 2 into a star pattern. Signals can be 
put in on any line and taken out on the 
remaining lines. An interesting develop- 
ment in this respect is the "inverse mixer" 
in which a single signal is divided and 
sent to several different loads. The 
inverse mixer finds use in large scale, 
multi-channel sound reinforcement work 
where a cross-over microphone is em- 
ployed between those feeding the sojiarate 
channels. The output of this microphone 
is divided and sent to both channels, so 
the transition from one channel to the 
other as the artist mo^'es across the stage 
is not as abrupt as it might otlieivvise be. 
Another application of an inverse mixer 
is where two coherent sources are re- 
quired for balance or comparison circuits. 
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Attenuator with attached built-out resistor. 
(Daven) 

is only one resistor added per line, and 
therefore if unefjual impedances are used 
in the circuit of Vig. 2, a number of 
equations equal to the number of un- 
knowns is available by considering the 
impedances presented at each of the 
planes hh, cc, ee-'ff. There will be n H- 1 
equations instead of the two equations 
used here, and they will not be expressed 
in the relatively simple forms of Eqs. (1) 
and (2), but solution can be made if such 
a situation arises. The mixing loss in this 
case would be quite high, high enough to 
consider the use of transformers to pro- 
duce a common impedance value. 

The impedance transforming action of 
attenuation networks may also be made 
use of in mixer circuits. The circuit in 
Fig. 1 illustrates this situation wherein 
the pad can be considered to be matching 
the load, Rl, to the source, Rs. The 
minimum insertion loss, however, is not 



zero but is a function of Rs Rl. Pads 
can be used to remove small impedance 
mismatches, but for large impedance 
mismatches the remarks of the preceding 
]iaragraph apply and resort to transform- 
ers should be made. Non-resistive net- 
works are not usually present in the 
applications under discussion and are 
beyond its scope. 
Precautions 

The precautions to be exercised in the 
use of a single attenuator have been men- 
tioned earlier. The precautions to be used 
in connection with mixers all derive from 
this fundamental one: 

1 , Always be sure that the attenuator is 
operated into the output impedance 
specified on it. Otherwise the loss will 
not be as stated and errors will result. 




3. 



Typical T-pad. (Tech. Labs.) 

Some other precautions are; 

2. If the load is an amplifier which has a 
"600-ohm input," make certain that 
this is meant, iastead of an input 
suitable for operation out of a 600- 
ohni source. There is a difference, and 
if the input does not measure 600 
ohms, add parallel resistance (or 
series resistance if too low) until it 
does. 

Make certain that no sources are dis- 
connected, or if they are, that up- 
wards of 30-db loss remains in the 
attenuator of each circuit discon- 
nected. Otherwise thi^ load imp(3dance 
presented to the attenuators in the 
remaining channels will ho wrong and 
the indicated losses in error. 
Level adjustment of toudspeakers, 
telephone receivers, etc., is best made 
at the input of the amplifiers sup- 
plying th(!m. These devices have 
strongly reactive impedances which 
are therefore a function of frequency. 
The result is an improper load on the 
attenuator and a loss which is fre- 
quency discriminating. 



5HANNEt ?" I 



Fig. 3. Connections 
for secor-d type "=^^1! 
mixer network. 
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Review oF the Present Status oF 
M asnetic Recordins Theory 



W. W. WETZEL* 



PART I 



In this series of three articles, Dr. Wetzel presents the first com- 
plete discussion of magnetic tope recording theory for engineers. 



IN V11>:\V OF THK Ki-owiiif; postwar 
interest shown by engineers in mag- 
netic recording and iiecause of tiie 
scattered and sometimes inaccessible lit- 
erature on the subject, a review of tlie 
basic tlieorv and the present status of the 
art is of value. This article is designed to 
familiarize engineers who will ultimately 
make use of tliis recording medium witli 
current views on some of the factors which 
govern the quality of sound reproduced 
from tapes and wires. 

It seems advisable to divide tlie article 
into several short sections. Part I will 
explain the measurement of some basic 
properties of magnetic media and the 
effect of tliese properties on recordings. 
Part II will cover pliases of recording, 
playback and erase. In Part III consider- 
ation will be given to noise background, 
distortion, equalization and the effects of 
media velocity. 

This presentation is made on the luisis 
of tafje as the recording medium, and the 
text is illustrated with experimental re- 
sults obtained on magnetic recording tape. 
Tliis is a consequence of our laijoratory 
having collected the predominant amount 
of its i nformationon tape rather than wire. 
Minnesota Mining Mfg. Co., 900 Fauquier 
Are., St. Paul 6, Minn. 



\\\ of tlie discussion on fundamental 
magnetic properties applies to wire as 
well as tape. This is also true of the 
record, playback and wipe theory. Some 
forms of distortion exist in wire which are 
not inherent in tape, and these will l)e 
evaluated in the concluding paragraphs. 

Although magnetic recording has a 
relativelj- venerable history, there re- 
main a numlier of phenomena upon wliicli 
scientists working in the field do not agree, 
or for wliicli basic explanations have not 
been found. .\n attempt will be made to 
present several [Mints on \-iew on contro- 
versial subjects. 

Hysteresis Loop Tracer 

Preceding a discussion of the pertinent 
magnetic properties of recording media it 
may beof general interest todescribe brief- 
ly the instrument with which these proper- 
ties are determined. We are interested in 
measuring constants such as coercive 
force, renianence and saturating field 
which are derivable from the saturated 
hj'steresis loop. I'seful information is 
also obtiiined from the unsaturated and 
minor loops as we shall show. Some in- 
strument on whicli liysteresis loops may 
1)6 studied is an essential to a laboratory 
studying tliese magnetic materials. 



VERTICAL 
CALISRAT(ON 

SIGNAL 
GENERATOR 



SAMPLE 



CR.O. 




EXCITING COIL 
PICK-UP 



Fig. 1 . Schematic diagram of a hysteresis loop tracer. 
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The requirement of a commercial lab- 
oratory where many samples are evalu- 
ated in a day is primarily that of si)eed. 
A high degree of precision is not de- 
manded by most exploratory work, re- 
producii)ility of five per cent siitisfying 
many of tlie re(iuirements. High sensi- 
tivity is essential since the entire mag- 
netic laj'er on a tape has a cross section 
of about 2.5 X 10"'' square inches and 
permeabilities are extremely low. The 
cross section of active material may l)e 
increased by stacking tapes in bundles 
for the purposes of measurement. This 
has the advantage of providing average 
values over many lengths of the tai)e but 
a marked disadvantage in the time re- 
quired to prepare the sample for testing. 
It is considered desirable, because of the 
ease of sample preparation, to oi)erate on 
a single tape. 

These re(iuirenients for speed, reason- 
able accuracy and high sensitivity in a 
determination have been met in a number 
of lalioratories by one form or another of 
a sensitive hysteresis loop tracer. This 
instrument produces the hysteresis loop 
on tlie screen of a cathode-ray oscilloscope. 
Here the values of interest may 1 e read 
directly, or, if they are to be studied in 
detail, the loop may be i)liotograplied for 
leisurely analj'sis. 

The components of a hysteresis loop 
tester are shown schematically in Fig. 1. 
The esisential parts are the exciting and 
pickup coils, the mutual inductance for 
balancing the output to zero when no 
sample is present, amplifier, integrator 
and calibration e(iuipnient. The exciting 
coil, which sui)plies the a.c. field in which 
the sample is examined, is connected in 
series with tlie iirimary of tiie mutual 
inductance. The pickup coil is connecteil 
in series ojiposing with the .secondary of 
the mutual inductor which is so designed 
that its output cancels that of the i>ickup 
coil in the absence of a sample. When a 
sample tape is inserted in tiie pickup coil 
a re.sultant signal is supplied to the ampli- 
fier which is proportional to the time 
derivative of /i-//. li, the magnetic in- 
duction, is the number of lines of force 
per square centimeter existing in the 
magnetic medium. //, the applied field, 
is a measure of the flux lines per square 
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•centimeter of the exciting field in the 
absence of magnetizable material. The 
change in flux in the pickup caused by the 
insertion of a sample is the addition of a 
B contribution and the subtraction of the 
H previously existing in the space occu- 
pied by the magnetic sample. Hence this 
instrument res])onds to the B- II charac- 
teristic of the sample. 

The output signal for the small samples 
examined requires amplification before 
Application to the oscilloscope plates. 
Integration is needed to give deflections 
[jrojiortional to /i- //rather than the deriv- 
ative. // may be calculated from the 
current and the turns on the exciting 
solenoid. The horizontal deflecting volt- 
age may be oljtaiiied from a series resistor 
and the gain of the horizontal amplifier 
adjusted to give a convenient deflection 
from a given value of H. Similarly the 
vertical scale may be calibrated through 
a knowledge of the number of turns on 
the ])ickup coil and the apjilication of a 
standard calibration signal. 

It is seen that with calibrsited horizon- 
tal and vertical deflections proportional 
to H and B-H respectively a hysteresis 
loop will be traced on the C.R.O. screen 
.and absolute \-alues in c.g.s. units may be 
read from the trace. 

Instead of reading B- H directly a value 
0 equal to the increment in flux in max- 
wglls due to the insertion of a sample is 
usually read. If the cross section A of the 
■samjile is known, B- II and finally B may 
be obtained from the known value // of 
the ajjplied field and the relation 

B - II = 0/A. 

A discussion of the design details of one 
form of the loop tester is scheduled for 
publication shortly.'. 

A similar piece of equipment has been 
■described by Long and McMuUen.^ 

It should be recalled that in any 
properly designed iiernieaunneter i)ro- 
\ ision must be made to remove magnetic 
))oles from the region of measurement. 
This i.s necessary to eliminate the demag- 
netizing forces of tiie poles at the jioint 
where B is determined. In loo]) tracers 
the effect of poles is made negligible liy 
magnetizing a relatively long ])iece of 
tape in the essentially uniform field of a 
solenoid and confining the picku]) coil to 
a short region in the center of the solenoid. 
The I>- H curve traces are therefore 
characteristic of the basic magnetic 
pi'0|icrties of the sample. Having deter- 
mined the basic magnetic properties the 
effects of demagnetizing forces, which 
dejiend upon the geometrj' of pole dis- 
tribution, can be calculated in certain 

1, D. .J. Wicgand and M. W, Han.son, 
"A (jO-Cyclo Hyst(!rosis Loop Tracer for 
Small Sanii)l(!s of Low-Permeability Mate- 
rials," AIEE TransncHons. 

2. T. K. Long and O. D. McMullcn, 
"A 15-H Curve Tracer for Magnetic Rc- 



cases. The effects of demagnetizing 
forces are important in magnetic record- 
ing and will be discussed later. 

Fig. 2 shows a view of a variation of the 
Wiegand-Hanson loo]i tracer. Fig. 3 
shows a photograph of a hysteresis loop 
for one type of tape. The possibly un- 
familiar shape of this curve is due to the 
fact that B- II vs H is being traced rather 
than B vs. H. This results in the satu- 
rated condition approaching a horizontal 
rather than a 45° line as the asymptote. 

Magnetic Constants 

The magnetic constants of interest to 
us may be read directly on or derived 
from readings taken from the loo]) tracer. 




Fig. 3. Photograph of a hysteresis loop 
characteristic of one type of high coercive 
force recording tape. 



Fig. 4 illustrates a possible hysteresis loop 
where the apjjlied field // is plotted 
against 0. Three values which concern us, 
the satiu'ating field, remanent flux and 
coercive force, may be read directly from 
the chart. If the value of the cross sec- 
tion .4 of the active magnetic layer on the 
tape is known, we obtain Br, the reman- 
ence, from 

Br = 0r/A. 

If A is ex]3ressed in square centimeters 



Br is in gauss. The remanence to a great 
extent governs the signal output of a tape 
at long wavelengths. 

As will be shown later, the effective 
output of a tape is controlled at low fre- 
quencies by remanent magnetization. 
The dominant response is due to the 
material in the active layer immediately 
adjacent to the playing heads. The con- 
trilMition of deeper layers becomes in- 
creasingly imimportant as depth is in- 
creased. For reasonalile thickness of 
active material on a tape it is not true 
that a 6 db increase in output may be 
obtained by doubling the thickness of the 
coating. Doubling the coating thickness 
will of course double 0r without affecting 
Br. However, doubling Br will be shown 
to double the low frequency output. It 
seems probable that Br is more nearly 
characteristic of the behavior of a tape 
than 0r. 

Because of the difficulty of measuring 
A within an error of ± 20% for either 
wire or taj^e, it has been proposed that0r 
rather than Br he used to specify the 
recording medium. As Br appears at 
present to more nearly characterize tape 
response, this proposal has not as yet 
been generally accepted and the mate- 
rials continue to be specified in terms of 
remanence. 

Saturation field //», the distance oc 
Fig. 4, may be obtained from the curve 
tracer by direct reading. For practical 
purposes the lowest value of H which 
brings 0r to its maximum value may be 
defined as //«. For many materials which 
saturate slowly this deinition does not 
lead to easily reproducible values. As 
will be discussed later, lis is of use in 
tletermining the value of the erase field 
required to obliterate a signal on the tape. 
Erase fields are now established experi- 



le long solenoid in the center 




Fig, 4 (left). The form of hysteresis curve obtained on the loop 
tracer where the flux increment 0 is plotted against the exciting 
field H. 

Fig. 5 (above). Axially magnetized cylinder used to illustrate 
demagnetization principles in recording tape. 



mentally for any given tape and He is 
only used qualitatively to predict the 
relative ease of wipe of two tapes. Some 
indefiniteness in determinations of //« 
may therefore be tolerated. 

The coercive force Ih is nieasui-ed as 
the intercept ob on the H axis. He is the 
field in oersteds necessary to reduce the 
induction (5 to zero after the material has 
been saturated. It is a measure of the 
ability of a medium to retain its state of 
magnetization under the influence of de- 
magnetizing fields and, as will be ex- 
plained later, is a measure of the short 
wavelength output of a tape. 

It should be noted that, through usage 
in magnetic recording laboratories, it has 
become customary to express the coercive 
force of recording materials as the value 
of tlie field at which 0=0 rather than 
the value at which B = 0. From the 
etiuation relating the quantities 

B — 11 = (J) I A 
wesee that the definitions a])proach equiv- 
alence only when B is large compared with 
//, i.e., for high permeability materials. In 
the low permeability materials, such as 
we are considering, the two definitions 
lead to values which differ by large 
percentages. 

Demagnetization Effect 

^^'e liave so far considered ])lots of </) 
where nieasiu-ements were obtained under 
idealized conditions in a hysteresis loop 
tester. The conditions are idealized to 
the extent that terminating ])oles in the 
tape were kept remote from the region of 
measurement. This was done to evaluate 
the basic properties of the material inde- 
pendent of geometry of pole distribution. 
In recording, this ideal situation is not 
generally realized. While in a loop tracer 
the dominant poles are several inches 
from the region where induction is deter- 
mined, the se])aration of the poles from 
the point of maximum induction in a 
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recording is measured in tenths to 
thousandths of an inch. In recording, 
effects of demagnetization forces are 
usually negligible at low frequencies but 
become considerable at high frequencies. 
An explanation of the phenomena will 
help in understanding the behavior of 
magnetic records at high frequencies. 

Instead of considering directly the de- 
magnetizing forces occurring in a record- 
ing tape where geometrj' complicates the 
mathematics it will be helpful if we con- 
sider the simplified problem of demag- 
netizing forces in an axially magnetized 
cylinder. The principles are the same and 
general conclusions for tape may be 
drawn from the analogy. 

Suppose a cyhnder of magnetizable 
material is placed in a magnetic field H 
so that the axis coincides with the direc- 
tion of the field as shown in Fig. 5. The 
cylinder will become magnetized with 
l)oles appearing over the entire surface. 
Let us make two simplifications, which 
will not affect our general qualitative 
conclusions, by assuming that poles are 
formed only on the ends of the cjdinder 
and that the density distribution over 
each end is uniform and eciual to m unit 
poles cm? We are interested in evalua- 
ting the induction B at the center () of 
the cylinder since the higher the value of 
the induction the greater the jjole 
strength. (In a recording tape the output 
signal is ])roportional to the pole strength 
and therefore to B.) 

In the complete absence of poles the 
induction is given by B = jx H where fi 
is the jjermeability of the medium. When 
poles are present they act to decrease the 
effective value of //. The presence of an 
elemental south pole of strength m r dr do 
on a point at the origin is to decrease the 
effective value of H by an amount 
mr dr d0 / cos a 
amr dr de / 



For the decrea.se in effective field due to 
the poles covering one face of the cylinder 
we get : 

£ R 

am ( ( e 

) ) {a' + r^Y'^ 

0 > 

or S IT m {1 - cos A) 

Where A is the angle subtended at the 
center between the axis and the circum- 
ference of the cylinder end. Since there 
are two faces which have identical effects 
at the center, we have for the demag- 
netizing force 4 »! {1 - cos .4), and 
since it acts to oppose //, the equation 
for B is: 

B = {H-4irm [l - cos A]) 

It can be seen if the cylinder length is 
increased, keeping the radius constant, 
cos A->-l and the temi due to the demag- 
nitization force becomes small. This is 
analogous to the situation in the loop 
tracer where the angle subtended by the 
ends of the tape at the center of the pick- 
up coil is small enough to permit disre- 
garding the demagnetizing force in our 
measurement of 0, 

As the cylinder is made shorter, .-1 in- 
creases toward 90° and the demagnetiza- 
tion force increases although never 
actually reaching the value of // which 
gives rise to it. 

^^'ith different geometry the same con- 
dition exists in magnetic records. With 
very long wavelengths where the poles 
are far removed fi'om the point of sym- 
metry, the value of the induction B is not 
affected. As the wavelength on the record 
is decreased, the demagnetizing forces 
increase, lowering the induction without, 
however, being able to reduce the value 
completely to zero. 

Through considei'ations of the effects 
of demagnetizing forces it is jjossible to 
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draw conclusions concerning the effects 
of renianence and coercive force on the 
plaj'back cliaracteristic of tapes. Tlieo- 
retically at least, it is jiossible to obtain 
complete quantitative data on tape 
records from B vs. // curves and demag- 
netization constants. The measurements 
are somewhat tedious and the results as 
yet not as satisfactory as actual record 
and i)layback tests. The approach 
through calculation remains attractive 
since it offers a means of evaluating 
tapes without involving the recording 
and playback head characteristics. 

It is evident in the examjjle of the 
cylinder that the greater the induction B 
in a magnetic material the greater the 
value of m as each line nnist terminate at 
a pole. One can show that the demag- 
netizing field Ild for a given distribution 
of poles is directly proportional to B, or 
Hd = -CB 

This equation, where C the demag- 
netizing constant contains all the geom- 
etry, can be combinerl with a B vs. H 
curve, which defines the magnetic be- 
havior of the medium freed from geom- 
etry, to obtain the effect on B of de- 
magnetizing forces. This may be done 
graphically as shown in Fig. 6. 

Lines I and 2 rei)resent plots of Hd 
against B for two values of geometry or 
wavelengths on a tape. Line 1 where the 
value of C is small represents the effect at 
intermediate wavelengths. Line 2 where 
C is large gives the demagnetizing field as 
a function of B for a relatively short wave- 
length. The points of intersection of each 
line with the hysteresis loop defines the 
point of eciuilibrium for the material 
characterized by the loop under condi- 
tions of geometry and demagnetizing 
force defined by the line. 

For very long wavelengths where 
C = 0 an ac saturation field recorded on 



the moving medium will develo]) a maxi- 
mum induction of B^ gauss. Intermediate 
and short wavelengths will result in 
decreasing remanent inductions of Bri 
and Br2 respectively. If a material were 
to double its coercive force, B^ remaining 
constant, the intersection of the hy- 
steresis loop and Line 2 would occur at 
about twice the value of Br2 illustrated. 
The low wa^•elength or high frequency 
output would in this case double without 
much effect on the low freriuency re- 
sijonse. Conversely, doubling the reman- 
ence while hokUng the He value constant 
would double the low frequency output 
with little effect on the high frequencies. 

In a later section these jiredictions on 
the effect of coercivity and remanence 
will be shown to hold in terms of fre- 
quency resjionse and output level on 
record-playback tests. It will be shown 
that, within limits, something may be 
done to tailor-make a tape to response 
specifications through the selection of 
remanence and coerci^'e force of the 
active material. 

Increase of Induction During Replay 

We have examined some of the effects 
of the demagnetization forces in a tape 
after it has passed the recording head. 
Even though the same magnetizing forces 
are employed (we have been considering 
saturation fields), the remanent flux in 
any magnetic recording medium drops as 
the wavelength is decreased. There is an 
additional effect on playback where the 
magnetized material contacts the plaj'- 
back head which tends to restore the out- 
put to some degree. The per cent recov- 
ery in induction will be shown to become 
greater the shorter the wavelength 
recorded. 

The recovery effect during replay can 
be understood by reference to the minor 
hysteresis loops ac and a'c shown in Fig. 7. 

Fig. 6 (left). This normal hysteresis loop is used to show the eFFects on Br of two conditions of demagnetization, 
Fig. 7 (right). The minor hysteresis loops illustrate the behavior of a magnetic tape during playback. 



If a hysteresis loop has been established 
and through some means we reverse the 
field at point a after the material has 
passed from c to a, instead of retracing 
the path aa'h"c, the state will traverse a 
minor loop abc. If a material, such as the 
rod of F ig. 5, has been brought to satura- 
tion (point c. Fig. 7), and the field // re- 
moved, the magnetic state traces the 
curve ch"a, coming to equilibrium with 
the demagnetization force at point a. If 
we then remove the demagnetizing force, 
neutralizing the poles by placing a "U" 
shaped keejjer in contact with the faces 
of the cylinder, the condition of mag- 
netization changes. The patli described 
is ah on the minor loop and the new 
equilibrium point is b. A i)Ortion but not 
all of the induction lost through the de- 
magnetizing force is recovered through 
the application of the keei^er. 

During playback of a wire or tape, the 
poles on the medium are to a large extent 
neutralized by the core of the playback 
head and the effective induction in- 
creased, although never to the point 
which would have been achieved had 
demagnetiziition forces not been present 
originally. This increase of induction 
represents useful flux increase as the out- 
put at the playback head depends on the 
value of B in the tape at the time of con- 
tact with the head, not the value of B 
either before or after contact. 

Neutralization is effective only as long 
as the poles on the tajje are in contact 
with the playing head. After [jassing the 
head the original state of magnetization 
is restoi'ed without loss to the magnetic 
record. The analogous case in the mag- 
netized cylinder is the removal of the 
keeper. The magnetic state of the cylin- 
der then passes from 6 to o along the 
upper branch of the minor loop as indi- 
cated by the arrow. [Cm. on page 3.9\ 
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Two-Way Speaker System 



C. G. McPROUD* 



PART I 



The first of three articles describing the design and 
construction of an excellent two-way speaker system. 



THE THEATRE-TYPE loudspeaker 
system, commonly called "two- 
way," has long been recognized for 
a number of reasons as the optimum ar- 
rangement for the reproduction of speech 
and music. By providing separate speak- 
ers for the low- and high-frequency ranges, 
each designed for its own particular 
duties, no compromises are necessary in 
either to cover an extremely wide band of 
frequencies. The clarity of speech repro- 
duced by the two-way system is undoubt- 
edly the result of a small, relatively stiff 
diaphragm which handles the bulk of the 
speech frequencies, or at least their har- 
monics. The distribution of sound energy 
over a wider angle than is possible with a 
single-cone direct radiator gives a more 
unifomi characteristic over an entire 
room, and the low-frequency cone can be 
sufficiently flexible to permit the wide 
*Managiiig Editor, Audio Engineering 




excursions necessary for efficient bass 
reproduction. 

Many experimenters, engineers, and 
ordinary listeners would use the two-way 
system if it were not for its relatively high 
cost. The simple baffle or the reflexed 
enclosiu'e can be constructed easily by 
almost anyone who is reasonably handy 




Fig. 1. Developed section of exponential 
horn, doubling In cross-sectional area for each 
inch of length along the axis, 
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Fig. 2, Wood forming block used for shaping 
and soldering the individual horn sections to 
uniform dimensions. 

with tools, but the problems of multi- 
cellular horn construction apjjear to be 
difficult. However, once the method of 
building the horn is learned, it is seen to 
be quite simple. After getting together 
the necessary tools, a complete horn 
should be built in about eight hours' time. 
If the constructor plans to make a number 
of sets of horns, he will do well to make 
his own patterns for the throat coupling. 
For the builder who wishes only one such 
unit, it is simpler to buy the throat 
ready-made. 

Description 

For the benefit of the newcomer, a two- 
way sj'stem consists of a low-frequency 
cone speaker in a suitable baffle, a high- 
frequency diajihragm-type imit with a 
suitable horn, and a dividing network to 
channel the low frequencies to the cone 
and the high frequencies to the horn unit. 
The design and construction of dividing 
networks has been covered previously in 



these i)ages,\ and will not be i-epeated in 
this series. The bass speaker may be 
housed in a conventional reflexed cabinet, 
or in an infinite baffle, or in one of the 
more elaborate horns such as the Klipsch. 
The last is ideal, but it is bulky, requires a 
cross-over at least as low as 500 cps, and 
since the walls of the room become a part 
of the horn, its use in apartments is 
frowned upon — usually quite vigorously 
— by one's neighbors. 

The high-fre(}uency section of the 
speaker comprises the unit itself, coupled 
to a horn which serves to load the 
diaphragm and to distribute the sound 
over a wide angle. The dividing network 
is a relatively simple circuit arrangement 
which can be assembled quite easily by 
the average constnictor. 

Of all the comjjonents required for a 
two-way system, the only ones offering 
any apparent difficulty are the high-fre- 
quency unit and the horn. The informa- 
tion contained in this article covers the 
construction of a multi-cellular horn, and 
satisfactory speaker units are available 
at a cost of afiout $15. Allowing about $5 
for the shaping block, and $.3 for the 
throat casting and the machine work on 
it, the total cost of a high-frequency horn 
and unit should be less than $30. The 
quality of reproduction which can be 
obtained from a system of this tj'pe 
should easily justify the cost and labor 
involved. 

Horn Requirements 

Two basic types of horn construction 
have been used to i)rovide exponential 
loading for the high-frequency unit. One 
comprises a single exponential horn with a 
number of partitions which aid in the 
distribution, while the other consists of a 
number of individually-exponential horns 
mounted in a group with their throats and 
mouths joined to provide, essentially, a 
single opening at each end. Thus, the 
imit is coupled to the joined throats, and 
the joined mouths serve as the distribut- 
ing area. This latter form of horn apjjears 
to be the simpler to build, since each 
separate horn cell is identical with every 
other one. 

One manufacturer of these horns has 
built dies in which the entire assembly can 
be molded of Bakelite in one piece, but 

^ "Design and Cmstruclion of Practical 
Dividing Networks," C. G. McProud, Audio 
Engineering, June, 1947. 
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this is out of the question for the builder 
of one set of horns. A die for this purpose 
costs upward of $5,000. Once the die is 
made, however, horns can be turned out 
quite cheaply. 

The grouped horn sections must be 
coupled to the opening in the high-fre- 
quency unit. This opening is usually cir- 
cular, and the outside of the throat fitting 
is threaded. Joining the throats of the 
separate horns to the speaker units re- 
quires a throat casting. This casting may 
be made by any foundry from a pattern 
which is not hard to make. The first 
pattern the writer ever made was for a 
horn throat, and the casting obtained was 
perfectly satisfactory, much to the amaze- 
ment of the writer (and probably the 
foundry). 
Horn Design 

Without going into the primary de- 
velopment of the number of individual 
cells reciuired to obtain a suitable angular 
distribution (since it was assumed that if 
one conmiercial two-way system had 
eight cells, the same arrangement should 
be suitable for the homemade set), let it 
be said that the desired grou])iiig was the 
2x4 horn, consisting of eight cells. This 
gives a distribution of ajjproximately 100° 
in a horizontal plane, and about 50° in a 
vertical plane. It also furnishes a reason- 
ably-sized unit which is not too bulky for 
tlie average living room, and which pro- 
vides satisfactory coverage of most of the 
listening area. 

The formula for an exponential horn is 
based upon the requirement that the area 
of the cross-section must double in a given 
length along the axis of the horn. This 
length controls the cut-off frequency'. A 
second requirement for the individual 
horn sections is that the perimeter of the 
mouth shall be not less than one wave- 
length of the lowest frequency to be re- 
jjroduced. The cross-over frequency was 
selected at 900 cps on the premise that 
this value approximated the more con- 
ventional SOO-cps cross-over, yet provided 
a slightly smaller horn with a wider angle 
of distribution. 

With the DOO-cjjS cross-over frequency, 
a mouth perimeter of 14.9 in. is indicated. 
Thus if the mouth were 4 in. square, the 
horn size will be sufficient. At the throat, 
it should have a dimension of not less 
than 14 in. square, since any smaller open- 
ing would be difficult to work with. This 
provides a total throat area of Sx^xJ^in., 
or 0.5 square inches. 

It has been determined that when an 
exponential horn doubles its area every 
12 inches of length, it will reproduce 
satisfactorily a frequency of 64 cps. If it 
doubles its area every 6 inches, its cut-off 
frequency is 128 cps, and so on. For a 
horn capable of reproducing a minimum 
frequency of 900 cps, the area should 
double at intervals of 0.854 in. Resorting 
to round figures, a suitable interval is 
selected as 1 in., which corresponds to a 
frequency of 76S cps. 



Using these figures, and contemplating 
the use of a horn of square cross section, 
the over-all length of each section is deter- 
mined to be 8 in., and the longitudinal 
section of the individual horn may be 
plotted as in Fig. 1, which is half scale. 

Now comes a gimmick which simplifies 
the constniction of a set of horns. When 
perfectly square horns are joined, with the 
center lines of the various horns each 




being radii of a sphere, there is a narrow 
diamond-shaped opening between adja- 
cent vertical pairs of horns at the mouth. 
This opening must be covered, since some 
deadening material must be employed 
around the horn sections to prevent 
resonances. However, if the shape of the 
moutli is changed slightly to a trapezoid, 
the diamond-shaped opening between the 
pairs reduces to a straight line, and the 
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Fig. 4. Pair of horns assembled tosether. 
This is the first step after making the eight horn 




Fig. 5 (below). Trimming strip used to cover 
joints between horns, and between horns and 
cover. Piece used between the two horns of 
each vertical pair should be 1/2 inch longer. 



assembly is simplified considerably since a 
simple folded strip of metal may be used 
to fasten the units together. By a series 
of calculations, it has been determined 
that the mouth of the individual horn 
should be 4 in. on each of the three sides, 
and 41/^ in. on the fourth. The long di- 
mension becomes the dividing line be- 
tween the two cells of each vertical pair. 

This shaping of the horn section takes 
place gradually throughout the entire 
length. Thus at both the mouth and 
throat ends, the horns join smoothly 
without any intervening spaces. 
Forming the Horns 

The method of forming the individual 
sections ensures that each will be of the 
proper shape, and that the joints are well 
soldered. Early attempts at horn making 
without the forming block resulted in 
poorly shaped sections, and they were 
difficult to solder together without any 
leaks. 

The forming block, shown in Fig. 2, 
consists of a solid block of wood, prefer- 
ably maple or birch, shaped to the prede- 
termined cur\'es, and equipped with two 
clamping blocks. To make such a block, 
use a piece of wood 5 in. square and 12 in. 
long. On one side, lay out the horn shape 
commencing with a M-in. throat at the 
top and a 3 15/16-in. width at the lower 
end. The shape should be centered ver- 
tically on the block, with the throat at 
one end. On the opposite side, lay out the 
horn shape again, using a M-in. width at 
the top and a 4 7/16-in. width at the 
bottom. This allows for the 4- and 4i^ in. 
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widths when the sides of the trapezoid 
are extended to the 5-in. square of the 
block. The curves marked A-A on Fig. 3 
may be used, since they have the correct 
shape and are of full size. The additional 
length of the sides for the one wider sec- 
tion may be compensated for by a slight 
elongation of the curve at the throat end. 

With the two opposite sides marked, 
the block is then cut in a band saw, being 
tilted slightly as the cut progresses so as 
to join the lines with the saw cut. This 
work had best been done in a cabinet 
maker's shop. The sides are not cut off 
completely, but are left joined to the 
block by the sections approximately }4 in. 
wide at the lower end. 

Now slip a piece of cardboard into the 
two saw slots to make the block solid, and 
lay out the horn shape on one of the re- 
maining sides, using a M-in. throat and 
a 4-in. mouth. Mark these two sides for 
identification both above and below the 
base line so that the correct parts will be 
retained for later use, after the cutting is 
completed. Then, still using the band 
saw, cut along the lines just drawn. The 
block is now left flat on the saw table, 



since these two cuts must be parallel. 
Then cut along the base lines just far 
enough in to free the outside sections, 
leaving only the form corresponding to 
the horn shape, resembling a concave- 
sided pyramid. 

The final operation is to take the two 
marked sections and mount them back in 
jiiace, using hea\'j' T-hinges, as shown in 
Fig. 8. The remaining pieces may be 
discarded. 

The method of using is simjile. Pre-cut 
pieces of sheet metal are placed between 
the clamp blocks and the center fonii, 
lea\-ing the metal extending equally on 
each side, and a large C-clamp is applied 
at the top of the form and tightened 
securely. Two additional pieces of sheet 
metal are then placed on the open sides 
between the extending lips, and the latter 
are peened down tightly over the form, 
thus providing a perfectly shaped section. 
Solder the four sides carefully, using 50-50 
solder. Release the clamp blocks, and 
remove the completed horn section. The 
time required to make a single section 
should be less than five minutes. 
Preparing the Sheet Metal 

To expedite the assembly of the horn 
sections, it is advisable to cut all the sheet 
metal first. Since the final horn assembly 
will be filled with a deadening material, 
the only duty of the sheet metal horns is 
to hold this material in place while it 
cools, and there is no need to use heavy 
sheet metal. The recommended material 
is known as "Coke Tin" in the lightest 
grade obtainable, being approximately 
0.010 in. thick. This material is easy to 
cut, easy to form, and thin enough to 
solder rapidly, yet is sufficiently heavy 
for this apphcation. It comes in sheets 
20 X 28 in., and for the entire set of horns, 
three sheets are required. 

Three sizes of metal are necessary for 
each individual horn section, since two 
of the sides lap over the others, and be- 
cause of the trapezoidal shape. Fig. S is a 




Fig. 6. Special model of "Baby" speaker 
unit designed for use with high-frequency 
horns. 

full-size pattern for the three required 
pieces. For each section, two of the nar- 
rowest shape are required, and one each 
of the other two. Thus, for an eight- 
cell horn, sixteen pieces are necessary of 
the smallest size, and eight of each of the 
others. Once the pieces of tin are cut out, 
the assembly of the horn sections should 
proceed rapidly. 
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Assembly of Sections 

After the eight horn sections are com- 
pleted, they must then be assembled into 
]iairs. It will be noted that each horn 
mouth is trapezoidal in shape. Holding 
a pair of horns together with the long 
sides of the oisenings adjacent to each 
other, and the throat ends aligned, solder 
the corners of the mouth openings. Then 
solder the throats together, and the jjair 
appear.s as shown in Fig. 4. This com- 
pletes the i)reliminarv .joining of the 
vertical jsair, and all four jsairs should be 
so soldered. For this operation the use of 
rosin-core solder is recommended, since it 
will reduce the tendency to loosen the 
other joints. Flow solder on the sides of 
the horns at the throat and file flat so that 
a straight edge along the sides touches 
only the edges of the mouth and throat 
openings. Using the same method as for 
joining the individual sections together, 
assemble the four pairs into a single unit, 
keeping the edges of the throats as close 
together as iJOssil)le. Use jilenty of solder 
at the throat so as to make a solid struc- 
ture. The use of a fine-])ointed flame from 
an alcohol torch simplifies this operation, 
although it is not essential. After the 
eight sections are assembled together, use 
a Sfiuare file to clean up the throat open- 
ings and make the edges come together 
with a shar]) dividing line. 

The front or mouth edges of the horn 
are now trinnned by the use of folded 
stri])s of tin such as those shown mFig. 5. 
These are slipjjed over the adjacent edges 
of the horns, clamjied down in a vise, and 
soldered in ])lace, again using 50-50 solder. 
The reason for using hard solder is that 
when the horns are comjileted and cov- 
ered, the s]iace between them is to be 
filled with melted roofing tar. When 
sufficiently hot to flow easily, this tar will 
melt rosin-core solder. If the joints are 
loosened, the tar will leak out, and addi- 
tional work is reciuired to remove it. 

After the assembling operation is 
finished, jilace the narrow side of the 
horns 011 a jiiece of tin and cut the two 
side covers, leaving a J^-in. overlap to 
bend o\'er the top and bottom covers, 
and bringing the ends flush with the 
mouth openings. The throat end should 
be J4 in. short of reaching the end of the 
horns. Before soldering on, bend the 
upper and lower lips over at an angle of 
90°, toward the inside of the cover. 
Folded trim jiieces, similar to those used 
to cover the joints between the mouth 
openings, are used to finish the edges 
between the side cover and the end pair 
of horns. 

Xow cut similar co\'ers foi' the tojj and 
bottom of the assembly, allowing enough 
metal to make a smooth concave surface, 
although not so deep a cur\'e as to touch 
the horns. Cut a 1-in. diameter hole in 
the piece that is to be the bottom, cen- 
tered from side to side, and about 3 in. 
from the throat end of the horns. This 



hole is used for filling with the tar. The 
top and bottom are then slipped imder 
the lips on the side, soldered in place, and 
trimmed along the front edges with the 
bent strips. This completes the assembly 
of the horns into a single unit, and the 
remaining work consists of preparing the 
horn throat and soldering it in place, and 
filling the spaces between the cells with 
the deadening tar. Make sure that all 
openings at the corners of the horns are 
soldered closed. An}' surplus can be 
filed off after the horns are filled. 

The High-Frequency Unit 

The selection of a suitable high-fre- 
quency unit can become involved. Some 
speaker unit manufacturers advertise 
models designed to cover the range from 
1,000 to 15,000 cps, 3,000 to 16,000, and 
so on. ^\^lile good jjerformance to over 
10,000 cps is important, it is also impor- 
tant that operation be satisfactory down 
to at least an octa\-e below the cross-over 
frequency. Thus a unit which is capable 
of handling 300 cps will perform better in 
the octave between 1,000 and 2,000 cps 



than a unit designed to extend down to 
1,000 cps as a minimum. In the writer's 
opinion, the principal advantage of a 
two-way system is its ability to handle 
the upper-middle frequencies adequately, 
even at the expense of the range above 
10,000 cps. Although many f-m programs 
exceed this freciuency, and wide-range 
a-m receivers are capable of it, few phono- 
graph records have any appr'eciable sig- 
nals of higher than 10,000 ops. 

The throat coupling on the high-fre- 
quency speaker imit has a 5,/8-18 thread, 
and the hole has a diameter of 0.5 in. 
The area of the opening is therefore 
TP (0.5)2 /4 =0.19635 sq. in. This area 
must double with every inch of length, 
and it must join with t!ie throat area, 
which is 0.5 sq. in. Thus the length be- 
tween the opening in the unit to the 
throat of the horn can be determined by 
calculation to be 1.35 in. and the hole 
must therefore gradually change its shapje 
from a 0.5-in. circle to a 0.5 x 1.0-in. 
rectangle, distributed in a circular arc. 

This is done in the throat, which is a 
brass casting also serving as a mechanical 
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coupling between the unit and the horns. 
Fig. 7 shows side and plan views, to- 
gether with sections at various points. 
From this detail, the pattern can be made 
readily by anj'one familiar with pattern 
making. However, since it is believed 
simpler to purchase the throat casting 
ready made, no instructions are given for 
making the pattern. The constructor 
who wishes to make his own is referred to 
books on the subject. Suffice to say that 
the pattern consists of a wood replica of 
the finished coupling, so arranged to part 
in the center, using short lengths of 
dowels to keep the two halves in align- 
ment, and having two extensions for the 
core. The core itself is moulded, also in 
two parts, and baked before the mould is 
made, and is placed in the sand mould to 



provide the opening through the casting. 
It is moulded in a "core box" which is 
also made of wood to provide a form of 
proper shape. After the casting is made, 
it is machined to make a tight joint at the 
shoulder, and threaded to fit the speaker 
unit. The castings made available with 
the unit have this meclianical work 
completed. 

The throat casting should be thoroughly 
tinned on the inside, then soldered to the 
throats of the assembled-and-covered 
horns. This job requires a lot of heat, and 
again the small alcohol torch is helpful. 
Solder should be flowed smoothly to make 
a neat joint. After cooling, clean uj) any 
lumps of solder in the inside of the throat 
coupling using a round or square rattail 
file, as the location indicates. Solder 



two 1 X 1}/^ in, angle brackets to the sides 
of the asseml)ly at the front corners for 
mounting. 

Deadening the Horns 

At this point, the deadening material is 
poured into the opening in the bottom 
cover. Ordinaiy roofing tar is suitable; 
once it cools, the entire horn assemlily is a 
soHd structure. Melt the tar in an open- 
topped container, taking care not to get it 
too hot. It is advisable to melt only a 
small quantity at a time, adding more 
chunks as the liquid tar is poured into 
the horn. A two-poimd coffee can makes 
an ideal container. Melted tar can cavse 
painful burns, aiul considerable caidion 
shoidd be exercised in handling it. 

As the tar melts, pour a (luantity into 
the opening and tilt the horns to fill all 
the corners first, then the throat end. It 
would suffice to have a coating on the out- 
side of each horn section, but there is no 
way to make sure of a thorough coating 
exce|;t to fill the entire space. After it is 
filled and cooled, solder a round tin cover 
over the opening. Any tar that may ha\'e 
leaked out at the joints can be removed 
using gasoline on a rag. 
An air brush is helpful in painting; 
however, a small brush can be used to 
reach the small ends of the horns if no air 
brush is available. The object of painting 
is to forestall rust and to give a suitable 
outside appearance. When dry and the 
speaker unit is screwed on tightly, the 
high-frequency speaker is complete, re- 
sembling Fig. 8. 

The second article of this series will de- 
scribe the remaining details of the two- 
way speaker system. Once the high-fre- 
quency horn is finished, the unfamiliar 
part of the work is complete. 



IRE-WCEMA Convention 



NUMEROUS AUDIO TOPICS were 
taken up during the combined Insti- 
tute of Radio Engineers and West 
Coast Electronic Manufacturers' Asso- 
ciation convention in San Francisco, 
Sept. 24-28. Attendance and interest at 
both functions were high. Over 750 
attendees paid registration fees at the 
IRE meetings while 3200 registered at 
the WCEMA exhibit hall. 

During the IRE meetings, these speak- 
ers made the following points in the 
course of presenting papers related to the 
audio field : 

John Hessel of the Signal Corps 
Engineering Labs, Fort Monmouth, said 
that when war is speeded up, communica- 
tions problems grow at an even more 
rapid rate. Considering only the 
advances made since the war, military 
communication engineers are presently 
faced with the necessity of producing 
communication systems with better per- 
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formance than existing commercial sys- 
tems. But at the same time, this eqinp- 
ment must be serviceable under battle 
conditions and operable by almost totally 
unskilled soldiers and sailors. This is a 
severe challenge. He pointed out that a 
large part of this problem is audio in 
nature by citing the fact that during the 
late war, 95 per cent of all communica- 
tion traffic was by wire line. 

Ralph D. Bennett, of the Naval Ord- 
nance Lab., Washington, D. C, in dis- 
cussing applications of electronics to 
underwater ordnance, spoke of the hydro- 
phone and bridge circuits used in the 
study of underwater sound. The fre- 
quency spectrum from zero to 100 cps is 
split into two ranges: 0-1 and 1-100. The 
high section is recorded directly on disks 
and the low is pen-recorded through 
combination in a bridge with a 1000-cps 
tone. 

J. W. McRae, Bell Telephone Labs., 



New York, described early tests now 
being made on the AT&T New York to 
Boston frequencj'-division multiplex tele- 
phone system and said that a month's 
operational experience has now been had 
on the first, longest, and (presumably) 
most difficult link of the chain — New 
York to Jackie Jones, Conn. During the 
month he reported a total of 3 minutes 
during which the signal faded below the 
20-db level provided for in the repeater. 
He also mentioned the fact that in jiro- 
duction tests the flat characteristic of the 
system is held within 1 10 db over 12 mc. 
This is necessarj' where any number of 
repeaters operate in cascade, 

John K. Hilliard, from Altec-Lansing 
Corp., Hollywood, provided the details 
on several of the high-quality speaker 
systems produced by his company. In 
discussing cabinets and enclosures, he 
stressed the fact that no substitute has 
[Continued on page 41] 
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Audiometry of Normal Hearing 



C. J. LeBEL* 



Applications of special interest to audio engineers are discussed. 



FEW ENGINEI<:RS seem to realize 
the availability of a tool for measur- 
ing the hearing characteristics of 
persons with "normal" ears. The limited 
number who have used this tool have in 
too many cases misunderstood the scope 
and precision of the results which can be 
so obtained. Finally, they have over- 
looked an application which seems to sup- 
ply a remedy for a perennial source of 
trouble in one part of the audio field. 

The instrument which we refer to is, of 
course, the audiometer. Hoth frequency 
and intensity range are wide enough, in 
any medically apjiroved audiometer, to 
handle cases of normal as well as of sub- 
normal hearing. A typical audiometer 
consists basically of an audio oscil- 
lator and amplifier of high stability, 
an accurate attenuator of 110 db range, 
and a tlj'namic recei^•er. By means of 
compensating networks, mechanical link- 
ages, or other means, the reference level 
is made to conform to the normal thresh- 
old-of-hearing curve of sound-pressure 
and frequency. By manipulation of the 
attenuator and oscillator, any sound pres- 
sure isetween lOdbless than nonnal thresh- 
old level and 80 to 100 db above noi inal 
may be presented to the listener, at any of 
the usual hearing test frequencies from 
64 or 128 up to 8192 or 11584 cycles. The 
presentation is controlled by a fading cir- 
cuit so that the attack and decay of the 
tone are gradual and free from click. 

In use, the operator presents a given 
tone at successively reduced levels, until 
the observer has only a fifty per cent 
chance of telling whether or not the tone 
is on. This is threshold level. Intensity is 
adjusted in 5 db ste])S. A graph of hearing 
acuity, with respect to frequency, is called 
an audiogram. 

Applications 

The usual applications are : 

1. Medical diagnosis 

2. Hearing aid fitting 

3. Measuring lieariiig of workers in noisy 
shops at start and finish of employ- 
ment. 

4. Measuring normal hearing applicants 
for employment in positions where 
judgment of sound quality is essential. 

To this the writer would add anew use: 

5. Measuring the hearing of prospective 
purcliasers of custom-built liigh-fidel- 
ity home reproducing equipment. 

In the following discussion the audio- 
gram examples are discussed on the basis 
that both ears are alike. Evaluation of 



more complex conditions would reqiure 
more space than is presently available, 
but in general we may consider the better 
ear (if they are widely different) or an 
average (if closelj' alike) as characteristic. 

Usual Applications 

Medical diagnosis by audiometric meth- 
ods is too well developed and too special- 
ized to reciuire comment here. It is safe 
to saj- that every modern otologist either 
owns or has the use of an audiometer. 

Hearing aid fitting by audiometer has 
been found a highly desirable practice by 
those manufacturers who were willing to 
put forth the effort to develop a fitting 
procedure with a sound, quantitative 
basis, and were willing to spend the money 
required to equip all their dealers with the 
necessary instruments and train them in 
the correct technique. One alternative is 
a speech-hearing test. This has two 
defects: 

a. It has insufficient resolving power; 
i.e., at best it can indicate only very gross 
differences. 

b. It is not sufficiently dependable. 
While the results of a speech-hearing test 



results were based on tests of 18 persons. 
This immediately raised a question of 
accuracy of sampling, for it may be ques- 
tioned whether it is possible to get a fair 
sample of the hard-of-hearing in only 
18 persons. Inspection of such of their 
audiograms as were available showed that 
by the standards used in hearing-aid re- 
search the hearing loss was very close to 
uniform with respect to frequency in the 
region which is critical. In short, the 
tests showed that for the group which has 
substantially uniform loss, an instrument 
having substantially uniform frequency 
response is most satisfactory! 

We might reinforce this with an amus- 
ing example. Through inadvertence, a 
hearing-aid company for one year mar- 
keted an instrument with negligible pro- 
vision for frequency response variation. 
The management and dealers, not being 
well informed, went through a vigorous 
"fitting schedule" which impressed the 
customer. The next model had genuine 
provision for response variation over a 
wide range, and fitting charts to use this 
to advantage. Apart from improved 
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Fig. 1. A typical audiometer circuit. 
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correlate somewhat with more refined 
methods of measurement, the correlation 
is not sufficiently good from the custom- 
er's jioint of view. He is buying not a 
probability of fit, but a definitely accept- 
able performance. It has been estimated 
that for every 5% of the customers who 
are not satisfactorily fitted, a minimum 
annual advertising expenditure of about 
»100,000 will be required. 

Another alternative is to provide a 
hearing aid with substantially no adjust- 
ment, and make no attempt at all at 
acoustical fitting. This has been advo- 
cated in a recent publication. As in so 
many other audio instances, the data are 
impeccable but the interpretation is 
faultj'. Investigation showed that the 



fitting provision, the fatigue factors were 
unchanged. It was ([uickly noticed that a 
larger percentage of the prospective sales 
were being closed, so that more sales re- 
sulted from the same number of prospects. 
In other words, a change from an essen- 
tially uniform response instrument to one 
with gemune fitting jirovision had proven 
worth while. 

Perhaps the trouble with the 18-person 
study lay also in the fact that a species of 
articulation test was employed. It has 
been found that a person may do very 
well on such a test, yet refuse to wear the 
hearing aid so tested because it is too 
fatiguing. Unfortunately, some refuse to 
recognize the fatigue factors because they 
are subjective and hence qualitative. 

23 



www.americanradiohistorv.com 



Nevertheless they are a very real influence 
in the user's mind. 

Aural trauma produced by work in an 
excessively noisy shop is often indis- 
tinguishable from the effects of age and of 
Iirevious employment. Therefore, a before 
as well as an after audiogram is necessary. 
If this practice had been generally 
followed during the war, shipyards (for 
exami)le) would have been spared many 
expensive lawsuits. 

Aural Test of Key Personnel 

In broadcast studio ojierating and in 
high quality radio receiver tests it is 
essential that the personnel have 
"normal" hearing. Therefore a number 
of organizations have made it a practice 
to secure audiograms of all applicants for 
such positions. Discussion of the handling 
of such results with a number of execu- 
tives seems to indicate a lack of knowl- 
edge of the basic characteristics and 
limitations of the audiometric process, 
and it is felt that a few facts might be of 
interest to engineers in the field. 

A deviation of 10 db from the 0 db 
"normal" line is still considered normal 
by the otologist. Literally applied, this 
would iiermit a range of variation of 20 
db. Since we are interested more in fre- 
quency resjjonse than in absolute acuity, 
the audiogram of Fig. 3 would be unac- 
ceptable to the broadcaster, even though 
technically "normal." On the other hand, 
the audiogram of Fig. 4 represents a 
l)erson with a normal frequency response, 
but subnormal general acuity. He prob- 
ably would do perfectly well in a broad- 
cast job, for any monitor amplifier is 
likely to have 10 or 15 db reserve power. 
Actually, such a jjerson would probably 
not realize that his hearing was techni- 
cally below normal, for a 15 db loss is not a 
social liandicap. In listening to radio 
receivers, he would simjjly have to keep 
his ear closer to the loudspeaker, but 
again would jjrobably be entirely satis- 
factory. 

We come now to a more difficult ques- 
tion, posed l)y tlie audiogram of Fig. 6. 
Superficially, this ajjpears to show a re- 
duced extreme high-frequency response. 
Actually, what it shows is somewhat in 
doubt. The following factors may be at 
work, separately or together, to increase 
the observational error: 

1. According to medical standards, a 
5 db error in calibration does not render 
an audiometer unacceptable. 

2. While we have a U. S, Public Health 
Survey — National Bureau of Standards 
standard of intensity for 8192 cycles— the 
1 1 584 cj^cle value is based only on a manu- 
facturer's limited tests. There is no 
national standard at that frequency (or 
at the other half octave frequencies, 
either). 

3. Standing waves in the ear canal 
represent a serious source of possible 
error at 8192 cycles, and are even worse 
at 11584 cycles. 
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4. The transfer of calibration from the 
BuStan's standard receivers to a manu- 
facturer's own tyi3e of receiver has to be 
done by loudness balance procedure. 
Since this is a subjective method, errors 
due to individual differences in listener 
ear cavity and differences in receiver 
acoustic output impedance can exist 
unless a large number of listeners is used. 
Unfortunately, loudness balance work 
demands considerable skill, and there are 
probably not over a dozen or so who can 
handle that type of work well. It will be 
foimd that a manufacturer's own transfer 
will usually check the Bureau at all fre- 
quencies but one or two, and at the latter 
a divergence of 2 or 3 db may exist. We 
are not justified in accepting the Bureau 
data as final, for the manufacturer may 
have as many and as skilled technicians 
for the transfer. At best, we can split the 
difference and say that at some one of the 
higher frequencies an additional error of 




Fi3. 10. Recruitment. 

1 or 2 db can occur. The National Bureau 
of Standards has been fully cognizant of 
this possible source of error for a number 
of j'ears, and would like to retransfer 
using the probe tube method. Then a 
hundred unskilled subjects could be used, 
for they only lend the use of their ear 
cavities, and make no observations them- 
selves. Unfortunately, world events 
forced the precedence of other iirojects, 
and have robbed the section of se^'eral 
good men; hence this project has neces- 
sarily had to wait. 

5. We would therefore repeat the test, 
having the subject shift the receiver for 
best results at 8192 cycles and above, 
and might still disregard small ^'ariations. 

In Fig. 6 we find an extremely common 
defect, a notch at 2896 cycles or 4096 
cycles. Prolonged exposure to very loud 
sounds will create this — it is often called 
"aviator's notch." It is invariably quite 
narrow — not over an octave at the base. 
The notch may also be an artefact, caused 
by the audiometer receiver. One manu- 
facturer for years used a non-moisture- 
proof receiver. In damp summer weather 
the receiver response might drop 10 to 20 
db, at two or three frequencies, with 



almost complete reco\-ery when the 
weather became less humid. Since several 
thousand such units were sold, the i)0s- 
sibility of encountering an off-caliiiration 
receiver is great in summer. 

We have no evidence that such a nar- 
row notch will have any significant effect 
on judgment of quality, if the notch does 
not rei)resent too great a loss. A 20 db 
notch is 20 db over so narrow a frequency 
range that we are disposed to consider it 
negligible. 

In short, read an audiogram with judg- 
ment, and evaluate the variation with 
some consideration for possibility of 
artefacts. Be sure that the audiometer 
used was calibrated correctly, and that it 
has not changed since calibration. 

High Fidelity Addicts 

^'irtually e\'er3'one has hoped to use a 
home reproducing system with better 
cjuality than that generally available. 
Some people have the means to gratify 
that desire. They listen to the best com- 
mercially available material, decide they 
want something better, and approach the 
custom builder. Now that poses a nice 
problem. If the custom builder is to re- 
main in business, he must have a record 
of highly Satisfied customers. Ilis cus- 
tomers have a right to dislike the quality 
of the commercial set, for it has too often 
been made to sell rather than to listen to. 
Nevertheless, some customers can ne^-er 
be satisfied, for their hearing is such that 
normal sound is forever beyond their 
grasp, no matter what the frequency re- 
sponse of the system is. A number of 
audiograms will best illustrate this; 

Grajjh A of Fig. 7 shows the ideal 
customer, with average hearing. Graph 
R shows another good case, with a uni- 
form 20 db loss over the entire spectrum. 
In the latter case rather more amplifier 
reserve jiower might be desirable. Inci- 
dentally, a 20 db loss is so small that it 
often goes unnoticed socially. 

A highly undesirable hearing charac- 
teristic, fiom the custom builder's point of 
view, is shown \x\Fig. 8. With accentuated 
bass, and no usable hearing above 3000 
cycles, we have a person who can never 
appreciate improved bandwidth. Unless 
he realized that the higher overtones were 
forever out of reach, and would -^-alue 
especially clean low frequency rejiroduc- 
tion, ])urchase of a custom-built imit 
might lead to serious dissatisfaction. 

An examjjle of a hearing defect which 
could be comjiensated for hy suitable net- 
works in the reproducing amplifier is 
shown in Fig. 9. On the other hand, a re- 
producing system which was so com- 
pensated would soimd very impleasant to 
the listener with normal hearing; it 
would be an exceedingly poor advertise- 
ment for the manufacturer. 

A hearing defect which might lead to 
very curious reactions would be that of 
recruitment. In engineering .terms this 
[Continued on page 37] 
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Fig. 2. Hard of hearing conditions that can best be distinguished 
by audiometric means. 
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Fig. 4. Acceptable audiosram. 
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Fig. 6. Aviator's notch. 



-10 

NORMAL 0 
10 
20 

.<n 30 
_J 

m 40 
o 

50 

a 

Z 60 

s ^° 

o 

^ 80 
90 
100 




















1 








































































































































































■ 






8 256 512 1024 2048 4006 8192 

2896 57&2 11584 

FREQUENCY-CPS 



Fig. 8. Audiogram of a low-fidelity customer. 
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Fig. 3. Unacceptable audiogram. 
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Fig. 5. High-frequency loss or observational error. 
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Fig. 7. Audiograms of ideal customers. 
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Fig. 9. Audiogram of a customer who can be satisfied only by 
alienating his normal hearing friends. 
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TABLE II (all dimensions in mils) 
87° Angle of Cutting Stylus 



Grooves 




Groove to Land Ratio 70 to 30 






Groove to Land Ratio 10 to 40 




per 


Value 


Depth T for R equal to 








Value 


Depth T tor R equal to 




Inch 


.5269W 


2.3 


2.0 


1.5 


0.5 


0.25 


.5269W 


2.3 


2.0 


l.fi 


0.5 


.25 


96 


o.o'± 


2.80 


2.94 


3.16 


3.61 


3.73 


3.29 


2.25 


2.39 


2.61 


3.06 


3.18 


100 


*? fiQ 


2.65 


2.79 


3.01 


3.46 


3.58 


3.16 


2.12 


2.26 


2.48 


2.93 


3.05 




o.oo 


2.31 


2.45 


2.67 


3.12 


3.24 


2.87 


1.83 


1.97 


2.19 


2.64 


2.76 


112 


3.29 




9 QQ 


9 ^^^ 


3.06 


3.18 


2.82 


1.78 


1.92 


2.14 


2.59 


9 71 
Z.I L 


120 


3!07 


2.03 


2.17 


2.39 


2.84 


2.96 


2.63 


1.59 


1 7*? 


1 


9 Id 


2 52 


125 


2.95 


1.91 


2.05 


2 27 


2.72 


2.84 


2.53 


1^49 


1 fiQ 

1 .DO 


1 

1 .00 


9 Qn 


2.42 


136 


2.71 


1.67 


1.81 


2.03 


2.48 


2.60 


2.32 


1.28 


1 49 


1 fi4 


9 HQ 


2.21 


150 


2.46 


1.42 


1 ^fi 


1 78 


2.23 


2.35 


2.11 


1.07 


1 91 


1 A'i 


1 QS 


2.00 


160 


2.31 


1 .27 


l.Tb 1 




2.08 


2.20 


1.98 


0.94 


1 flC 


i .oU 


l./o 


1.87 


416 


0.89 






0 91 


0.66 


0.78 


0.76 






0.0<8 


O.OO 


0.65 


515 


0.72 








0.49 


0.61 


0.61 








0.38 


0.50 
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96 


4.34 


3.06 


3.23 


3.51 


4.06 


4.20 


3 72 


2.44 


2.61 


2.89 


3.44 


o.oo 


100 


4J7 


2.89 


3.06 


3.34 


3.89 


4.03 


3.58 


2.30 


2.47 


2.75 


3.30 


0.44 


110 


3^79 


2.51 


2.68 


2.96 


3.51 


3.65 


3.25 


1.97 


2.14 


2.42 


2.97 


Q 1 1 


112 


3^72 


2.44 


2.61 


2.89 


3.44 


3.58 


3.19 


1.91 


2.08 


2.36 


2.91 


3.05 


120 


3.47 


2.19 


2.36 


2.64 


3.19 


3.33 


2.98 


1.70 


1.87 


2.15 


2.70 


2!84 


125 


3.34 


2.06 


2.23 


2.51 


3.06 


3.20 


2.86 


1.58 


1.75 


2.03 


2.58 


2.72 


136 


3.07 


1.79 


1.96 


2.24 


2.79 


2.93 


2.63 


1.35 


1.52 


1.80 


2.35 


2.49 


150 


2.78 


1.50 


1.67 


1.95 


2.50 


2.64 


2.38 


1.10 


1.27 


1.55 


2.10 


2.24 


160 


2.61 


1.33 


1.50 


1.78 


2.33 


2.47 


2.23 


0.95 


1.12 


1.40 


1.95 


2.09 


416 


1.00 






0.17 


0.72 


0.86 


0.86 






0.03 


0.58 


0.72 
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0.81 
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0.67 
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0.41 
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3.88 


4.63 


4.81 


4.28 
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2.79 
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3.91 
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4.54 


2.83 


3.05 


3.42 


4.17 


4.35 


3.89 


2.18 


2.40 


2.77 


3.52 
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2.97 


3.34 
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4.27 
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2.34 


2.71 
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120 
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3.79 
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2.08 


2.45 
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2.03 
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1.01 
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0.66 


0.84 
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0.60 


0.78 
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0.48 
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but they should not prevail where the 
sound-track grooves are embossed and 
the same playback stylus is used, as in 
home-recording, for then Fig. 1 shows the 
conditions. 

However, the unit pressures on con- 
tact areas are of interest where embossed 
sound tracks are concerned. Depending 
upon the material embossed a certain 
amoimt is displaced by plastic flow, as is 
indicated by the ridges which appear at 
the sides of the grooves; but it appears 
that compression of the material of the 
record disc may account for the major 
volume of the groove. 

Even with cut grooves such ridges are 
fonned, to a possibly lesser degree, but 
increasingly with the reduction of the 
included angle of the cutting stylus. That 
is to be expected because the more nearly 
horizontal any thrust is against the 
groove walls of a horizontal disc, the more 
effective is the pressure vector for produc- 
ing plastic flow to the upper free surface 
of the disc. 

When ethyl cellulose record discs were 
marketed just before World War 11, they 
bore pronoimced ridges on only one side 
of the sound track. That made an addi- 
tional support to guide the playback 
stylus inwardly. Such records were cut 
by a conical stylus whose inside face was 
truncated by a plane approximately 
parallel to the axis of the cone. The Uow 
Chemical Company owns a patent cover- 
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ing such a stylus and method of cutting 
sound tracks. 

The present method of cutting sound 
tracks still leaves ridges above the sides 
of grooves and an effort is made to avoid 
them, although it is questionable whether 
they are objectionable, provided they do 
not move inward by delayed cold flow, 
and rub noisily against the side of the 
stylus, or cause processing trouble. Ris- 
ing above the surface, they may be more 
susceptible to handling scratches or dis- 
tortion, but they provide a greater guiding 
surface for the playback stylus. There 
may be a belief that they encourage 
starting a stylus in the lands between 
grooves, but the writer was unsuccessful 
in attempting to do that with embossed 
records which had higher ridges than the 
cut records. 

Further studies concerning the plastic 
flow of cut and embossed records might 
encourage some important changes in 
that art. It is certain that playback styli 
rarely fit the sound grooves of lateral- 
cut and pressed records. This results in 
initial point contacts until the sound 
groove is sufficiently indented to provide 
a supporting area determined by the 
j)hysical properties of the disc material 
and the pressure upon the playback 
stylus normal to the surface of the disc. 
Thereby the fidelity of the original cut 
sound track suffers injury if proportional 
elasticity is exceeded. 



With embossed soimd tracks, using the 
same stylus to record and reproduce, this 
objection does not hold true, for; the 
stylus has a greater bearing for the same 
pressure displacement (fits the sound 
track); and a lower pressure is placed 
upon the stylus for playback than was 
used in recording. 

A certain resiliency or lateral flexure in 
the stylus seems common in phonograph 
pickups as a necessary evil since high 
resonant frequencies may thereby be 
introduced and are often blamed as sur- 
face noises from the record. N. W. 
McLachlan states in his book*, "One is 
apt to concluile that it (needle scratch) 
is entirely due to the needle passing over 
tiny irregularities in the surface of the 
material of the record. This is not so. 
The greater part of the scratch is due to 
resonance of the steel needle, which may 
occur between 3,000 and 7,000 cycles 
according to the type of pickup. 
Although the resonance of the needle it- 
self is well above 5,000 cycles, the fre- 
quency is reduced by the armature mass. 
During operation the needle is subjected 
to a continuous shower of blows, and 
although highly damped by rubber 
buffers, it is in a state of perpetual oscilla- 
tion at its resonance frequency. Even on 
non-playing passages the microsopic 



*"The New Acoustics," 1936, Oxford Univ. 
Press, p. 88. 
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Fig. 2. Play-back 
stylus in sound 
track. 



particles of which the record is composed 
keep u]) an incessant bombardment." 

Although there is lateral flexibility for 
spotting tb.e stylus in the groove, where 
the sound track guides the pickup arm as 
in eon\'entional phonographs, yet the 
mass of the ami offers sufficient inertia 
to permit the resonant flexure of the 
stylus. 

]iut where the pickup arm is not guided 
by the siiiral sound groove of the record, 
as in the Wagner-Nichols embossing 
recorder described in the Mav, f 947 issue 
of AUDIO ENGINE!': RING, some other 
method of fiexibility had to be devised. 
Although not mentioned in that article, 
it may prove to be an important develop- 
ment whicJi will reduce the re.sonant fre- 
quencies of the stylus. 

The metl od is to suspend the crystal 
picku]) case as a simple pendulum which 
swings laterally in a vertic^al plane 
radially to the recoi'd disc. The jjeriod 
(F) of oscillation in seconds of such a 
pendulum equals two pi times the square 
root of its suspended length (L) in feet 
divided by the acceleration of gravity 
(32.16 feet ])er sec. per sec). This simpli- 
fies to the (luaiitity 1.1 OS times tlie square 
root of the pendulum length in feet. 
Since the pendulum length in this recorder 
is estimated at ^ inch its frequency is 
5.1 cycles per second. To have a natural 
frequency as high as 30 cycles per second 
its pendulum length would have to be as 
short as one one-hundredth of an inch. 

The deformation laterally in the sound 
grooves of lateral-cut plastic discs is also 
encouraged by the reliance of the sound 
groove to guide the pickup arm ; and it is 
further promoted by the eccentric swing 
common to such arms. The imjierfect fit 
of playback styli to cut sound groo^'es 
intensifies such deformations. 

The use of abrasive fillers in commer- 
cial phonograjih tliscs in order to grind 
down a steel playback stylus to fit a sound 
groove is no solution to the problem in a 
motlulatecl sound groove for it grinds the 
stylus to fit the convexities of the walls of 
the sound groove (and abrades them to a 
loss of fidelity) and thus provokes a 
poorer contact with the rest of the walls. 

Undulation of Sound Grooves 

With the usual lateral-cut record the 
spherical tij) of the playback is of a larger 
diameter than the l)ottom of the groove 
so never rests on the bottom. The bear- 
ing of the st3'lus in the sound groove thus 
falls on the conical walls of the stylus with 
a corresponding wedging action if it fits 
the groove. 

To facilitate and encourage sound 
groove pressure stutlies the writer offers 
some of the trigonometry involved in 
computation of stylus bearing areas. 

The area a of the spherical segment 
surface of the tip of the stylus equals 
2wR [/^-(/e2_^2)-^] ^ ^.^^ 

ratlins of the sphere and r is the radius of 
the segment section at the point of 
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GT . R' Coj ^ 
GO ■ R' (1-SinA) 
CP' - R'(Csc|- -1 ) 
BC . (R'-R) (C«c^-1) 

. (S'-r) Co8 I^Z 
Ton A/2 
FT"= R'Cos^ 



if; et = r and ■ r, 
then: a«2lTR(R-^R^-r^ ) 

a. - 1T( r, + R cos§- ) Cot 



AREA OF SPHERICAL SEGMENT ■ 0 
CONICAL AREA - 0, 

lY'i-" <=»»f ) [(n* R Cos|)Ton|-+(r,-RCos|-)] 



tangency with the stylus cone, namely, 
OT in Fig. 2. When penetrating a plane 
surface r would represent the radius of the 
indentation, as in a Brinell hardness 
test. Therefore, r = R cos | and a ^ 2 ir 
R \R- (R^ -K^ cos- j)''] = 2 TT 7^2 
[l-sin ^1 = 2 IT R'~ covers 



Angle A 

90° 
87° 
80° 
70° 
60° 
50° 



M 



3.1416 r, 
3 3106 r, 
3,7440 r, 
4.4867 r, 
.5.4414 r, 
G.7372 r, 



+ 2.2214 R 
+ 2.4014 R 
+ 2.8691 R 
+ 3.67.53 R 
+ 4.7124 R 
+ 6.10.59 R 



For various values of the including angle 

A the area a equals 

For 90° a = 1.8403 R^ 

87° a = 1.9,581 R^ 

80° a = 2.2445 Ri 

70° o = 2.6793 R^ 

60° a = 3.1416 R^ 

50° a = 3.6278 R^ 

For the area (ai) of the curved surface 
of the truncated cone which corresponds 
to its penetration in an embossed record 
the formula is far more complicated. Only 
one-half of these areas of sjjherical seg- 
ment and truncated cone exert pressure 
in the process of embossing a soimd 
groove, after the initial penetration of the 
stylus and when it is inscribing a sound 
track. 

Where rj is the radius of the transverse 
section of the cone at the surface of the 
record or etjual to one-half the width of 
the unmodulated sountl groove, and r is 
the radius of the cone where the spherical 
segment joins it, ai = ir (ri -|- R cos j) 



tunes cot § \{ri - R cos [ (ri + R 
cos ^) tan f + {Vi- R cos |)] l'^ 

For tabulation with various values of 
the included angle A this may be ex- 
pressed as tti = .1/ X ;V wliere .1/ = (ri 4- R 
cos j) cot J and A' = {{ri - R cos ^) 
[{ri+R cos ;) tan 7 4- (ri - R cos §)] \% 



N 

(2.0D00 r,^ - 1.4142 R)y^ 

(1,9490 r,^ -1.4508)-, R 4- 0.0268 

(1.8391 r,^- 1.5305 ri R 4- 0.0932 /?')K 

(1.7002 r,^- 1.6383 r, R 4- 0.2012 /r)H 

fl.5774 r,^ - 1.7321 r, R 4- 0,3170 

(1.1663 - 1.8126 r, R 4- 0,4384 

But there are no such areas of contact 
for the playback styli of both lateral and 
vertical-cut sound tracks where they 
make only line or point contact with the 
groove until they have penetrated it or 
some deformation has appeared at the 
contact. In the case of the stylus having 
the same included angle and larger tip 
radius than those of the groove one-half 
[Continued on page S7\ 
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Fig. 3. Areas of contact differing styli tips. 
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In this department the author, who is a very well-known record critic, will review 
monthly record releases of outstanding technical, as well as musical, quality. 



AS A MUSICIAN bungling into an 
engineer's private magazine, I oc- 
cupy a somewhat anomalous and 
very stinmlatiiig position on this page. I 
speak in terms that belong to the engineer, 
not the musician, and yet I am no trainetl 
engineer by a long shot. Speaking of 
shots, I take a good many good ones in 
the general direction of what both 
musicians and engineers are after, but I 
certainly don't guarantee all hits, es])e- 
cially when I stick my neck way out and 
make positive statements as to frequency 
range, distortion, microphone placing 
and the like! Yet it seems worth making 
them just the same. 

These statements are estimates, analy- 
ses, forecasts — guesses if you will, made 
as shrewdly and as cannily as possible, 
but still not laboratory-guaranteed. Cer- 
tain objective facts are of course ascer- 
tainable (and one I hope soon to reduce 
to objectivity is the exact range at which 
a record actually does cut off or cease to 
be effective). But even such a simple 
thing as sui'face noise, for instance, is by 
no means a matter of plain mechanical 
grading. It's clear enough to any record 
collector, and to FM broadcasters who 
try to play records minus filtering, that 
record scratch is only partly measurable 
as so much noise; just as important is the 
type of noise, its constancy, its rhythm. 

Even more important is the type of 
music with which it is associated — in fact 
this last factor is so vital that, when you 
come down to it, it takes a nuisician to 
judge the degree of "unpleasantness" in 
the surface scratch of any given record, 
and a musician (with engineering knowl- 
edge of coiu'se) should man the filter con- 
trols. Or put it a better way: it takes 
close listening, not to the scratch, but to 
the music (and an engineer can do this 
perfectly well!). A "hiss meter" or other 
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objective measurement, however accu- 
rate, will never prove much, even if it 
allows for variation in reproducing equip- 
ment antl for a dozen or so other technical 
factors. It is what the ear hears — what 
the mintl hears, that matters. 

In a recent article I have defined "high 
fidelity" — another un-pin-downable fac- 
tor of a lot greater complexity- - -as "a 
relatively high degree of naturalness or 
faithfulness to the imagined original 
sound." That may seem a strange defini- 
tion, but remember that in the first place 
all "fidelity" is basically an illusion, never 
a literal (binaural) reproduction; and 
secondly, the realism of that illusion may 
be very convincing, yet the listener 
actually cannot compare it to the original 
of which it's supposed to be a reproduc- 
tion, because he never has heard the 
original and never will. Hence "fidelity" 
is always a faithfidness to an imagined 
original. A very philosophical point, 
admittedly. But, if true, then a large 
])art of the utter confusion as to what is 
"pleasurable" in re])roduction (as one 
listening test on fidelity has put it), can 
be chalked u]) to it, and to the unfortimate 
fuzziness of that original in a lot of 
people's minds! It's a nice idea in any 
case and I hope it will be the occasion for 
a few hot engineering argmnents. 

Surface Noise 

I take surface noise and fidelity as 
samples, because the same human ele- 
ment applies to the judgment of more 
engineering factors in recording than a 
circumspect and methodical engineer 
might Uke to admit. I have, for instance, 
gone off the deep end more than once in 
the matter of judging the comparative 
tonal range of various recordings. I have 
flatly labelled one recording wide range, 
another definitely restricted — only to 



have the engineer in charge later assure 
me that the two were made under in- 
dentical circumstances. Yet I'm not too 
abashed. Though perliaps I ascribed the 
wrong reason, there was and is a clear 
nuisical difference — an apparent differ- 
ence — between those records. Without 
question one gives the impresdon of 
wider range than the other. One soimds 
filtered, the other sounds bright and clear. 
Why? (I'm sure that if the engineers who 
made the records knew there would have 
been no difference. Both would have 
been "bright and clear"!) 

One may of course argue most fruit- 
fully as to what the possible causes are 
for such paradoxes. One lives and learns. 
It seems there is a new factor to consider 
each day, and a large number of them are 
musical. There is the weather, too, and 
the mood of the performers — and don't 
think these don't matter. I am about 
persuaded, to bring in another line, that 
the accentuation technique (Maxfield) 
now used in much recording and broad- 
cast gives an impression of decidely 
greater tonal range than, say the "over- 
all" single mike type of placement, even 
though there is actually no greater range. 
Partly, I suspect, because the accentua- 
tion tends to give a sharp, close-to edge 
instrumental color simultaneously with a 
feeling of distance, an effect that of course 
is wholly unnatural, but very realistic. 

Yet equally significant when it comes to 
apparent range in a recording, is the com- 
poser's use of his instruments. A trans- 
parent, thin orchestra, with many solo 
passages especially for brasses, wood- 
winds and solo violin, gives a wider range 
effect than a solid, full, heavy orchestra- 
tion, recorded identically. The perfect 
example for both these points is the 
Strauss "Bourgeois Gentilhomme" album 
[Continued on page 4-5] 
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NEW PRODUCTS 



DUO-CONE LOUDSPEAKER 

The new high-fidelity Duo-Cone Monitor 
Loudspeaker, RCA Type LC-IA, recently 
developed by Dr. H. F. Olson of the RCA 
Laboratories, is capable of reproduction 
over the range from 30 cycles to 15,000 
cycles. 

The LC-lA loudspeaker consists of a 15- 
inch permanent magnet type mechanism. 
The cones are of the direct radiator type and 




consist of high and low-frequency units 
mounted together coaxially and sharing the 
same axis and cone periphery angle. 

The high-frequency unit is a two-inch 
cone with an aluminum wire wound voice 
coil, which effects a very desirable high flux 
density and a low mass, necessary to obtain 
an extended high-frequency range. 

The low-frequency cone employs a 15- 
inch diaphragm with a high-mass voice coil 



to produce a desirable low-distortion factor, 
a wide angle (120° at 15,000 cycles), ex- 
tended low-frequency range, and a low 
fundamental resonant frequency, which is 
approximately 35 cycles. Above this fre- 
quency the reluctance due to the mechanical 
compliance of the cone suspension system 
does not appreciably retard the movement 
of the cone, and therefore minimizes distor- 
tion. 

The LC-IA cabinet was especially de- 
signed with an open bass reflex port to 
provide the most desirable bass accentua- 
tion for general acceptance. However, since 
some individuals prefer a fiat low-frequency 
response, the i)ort may be closed easily by a 
manual control. 

The cabinet of the RCA Duo-Cone 
speaker is attractively styled in two finishes: 
two-tone umber gray with satin chrome 
trim (MI-11411) to blend with all associated 
RCA equipment, and a bleached walnut 
veneer (MI-11411-A) for use in finely 
furnished listening booths and executive 
offices. 

Both cabinets are provided with a brushed 
chrome control panel at the top of the right 
side. A channel selector switch may be 
employed to connect the speaker to any one 
of 10 high-level audio busses. When this 
method of bridging is desired, the panel will 
also accommodate a 15-ohm power at- 
tenuator. 

CONTACT MICROPHONE 

• A new contact pick-up microphone, E-V 
Model 805, that can be used on all vibrating 
musical instruments, is announced by Elec- 
tro-Voice, Inc., Buchanan, Michigan. De- 
signed to enhance the reproduction of in- 
strumental music . . . suitable for guitar. 



banjo, mandolin, violin, viola, cello, harp, 
drum and piano. Increases natural sound 
volume and enriches tonal effects. 

Frequency response is 40 to 8000 c.p.s. Can 
be used with any amplifier having a high 




impedance input. Output level: .1 to 1 volt, 
depending on type of instrument. The 
generating element is an inertia-type crystal, 
sealed against moisture and acoustic feed- 
back. 

For further information, write to Electro- 
Voice, Inc., Buchanan, Michigan. Export 
Division: 13 East 40th St., New York 16, 
N. Y., U.S.A. Cables: Arlab. 

VELOCITY MIKE 

• The new Amperite velocity microphone 
represents a concrete advance in this type 
of microphone. The new design incorporates 
all the advantages of a "ribbon" micro- 
phone and eliminates the few previous 
causes of dissatisfaction. 

For example, it will give top-quality re- 
production on either close talking or distant 
pickup. Performers may shout directly into 
the new Amperite velocity without "blast- 

[Continued on page Jfl\ 



PROFESSIONAL DIRECTORY 



C.J. LeBel 

AUDIO CONSULTANT 



370 RIVERSIDE DRIVE 
NEW YORK 25, N. Y. 



PRODUCT DEilChl ' lNiTRUMEMT;*nON; 
PiYCHO ACOUiliCi . SOUND *ECOH[HNG 
ELECTROMEPItAL . iUBWINIATUe* AJ&lO 



AUDIO ENGINEERING SCHOOL 

A practical 9 months' course in Sound Funda- 
mentals, Recording, and Sound Transmission 
measurements; in a laboratory containing trans- 
mission sets, oscillators, square wave generator 
and intermodulation analyzer, and other equip- 
ment. 

Complete recording studios assimilating broad- 
cast, motion picture and commercial sound re- 
cording. 

This training available under "GI" Bill. 
Far information write 
H. M. Tremaine, Director 
SCHOOL OF SOUND RECORDING AND 
TRANSMISSION ENGINEERING 
1655-A Cherokee Hollywood 28, Calif. 



Custom-Built Equipment 

U. S. Recording Co. 

1121 Vermont Ave., Washington 5, D.C. 
District 1640 



RATES FOR 

PROFESSIONAL CARDS 

IN THIS DIRECTORY 
• 

$10 Per Month for This Standard 
Space. Orders Are Accepted 
for 12 Insertions Only. 



Winston Wells 

Designer and Consultant 
Acoustical and Electronic Research 

307 East 44th St. MU 4-3487 

New York 17, N. Y. 



UNUSUAL OPPORTUNITY 

FOR 

TOP-NOTCH SOUND MEN 
AND SOUND SPECIALISTS 

To exclusively handle in their terri- 
tory equipment of nationally known 
amplifier manufacturer, in reply advise 
territory covered, lines now handled 
and annual sound sales volume. 
Box No. 25, Audio Engineering 
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Normal Hearing 

[from page S4\ 

would be non-logarithmic hearing, a 
characteristic which would not follow the 
Weber-Fechner law. In practice {Fig. 10) 
this usually means jjresence of hearing 
loss wlien listening to weak sounds, but 
less or no loss when hearing a loud sound. 
It might be considered as an ear with a 
built-in volume expander. Since in critical 
cases the usable listening volume range 
may be reduced to a zone only 5 db wide, 
it can become a problem. 

Of course, discretion must be used in 
interpretation. As in connection with 
employment matters, small irregularities 
are not significant. 

For a final note, some precautions 
should be observed if the audiogram is to 
be significant. 

1. Be sure that the customer has not 
taken analgesics within the few hours 
just ])receding the test. 

2. Be sure that the customer has not 
imbibed too freely within the few hours 
just preceding the test. It is quite sur- 
prising to see the (temporary) effect of a 
few cocktails, on hearing. 

3. Severe fatigue can jiroduce a 
definite effect too. 

Conclusion 

Audiometric data on the normal hear- 
ing forms an invaluable adjunct to many 
audio activities, hut the results must be 
realistically interpreted. 

Musical Acoustics 

[from page 33] 

of the bearing surface is that bounded on 
a cone with spherical tip by a jjlane 
which intei'sects the same and is jiarallel 
to a side of the cone. The sectional area 
would be a portion of a i)arabola bounded 
at the ends by a circle and an ellipse when 
the stylus does not penetrate sufficiently 
to bear against the bottom of the groove. 
See Fig. 3a. 

Where the tip radius and angle of the 
jjlayhack stylus are the same as those of 
the groove (a condition common to 
embossed home recording), there is added 
to the above areas the balance of tlie 
spherical segment whose height (or jiene- 
tration in the bottom of the groo\'e) 
equals the (normal to the walls of the 
stylus cone) indentation of the groove 
side walls multi])lied by the cosecant of 
one-half the included angle of the stylus. 

Fig. 3b shows the vertical jirojection of 
the additional spherical tip area and its 
considerable relative addition to the side 
bearing areas (projected normal to the 
slope of the stylus cone). It indicates the 
desirability of the same radius of play- 
back stylus tip and sound-groove bottom 
in facilitating reduced unit bearing pres- 
sures upon the material of which the 
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Compieie SeieciMiy ONE Patiei! 

Capable of providing variable regulation over a range of 16 db 
attenuation and 12 db equalization in 2 db steps ot both ends 
of the sound spectrum without v/ave distortion, the CINEMA 
Program Equalizer is one of the most advanced units on the 
market today. 

Designed to fit the rapidly expanding needs of motion picture, 
recording and radio broadcast industry for recording, re-record- 
ing and high fidelity sound reproduction, this new equalizer can 
be cut in or out of the line without changing the overall signal 
level. Variable peak positions are available at 3, 5, and 10 Kilo- 
cycles, selected at will by a key on the panel. Designed with a 
constant "K" circuit, the impedance remains constant over the 
entire range. 

The illustrated Program Equalizer shown above is an arrange- 
ment for a single channel. Multiple channel panels can be 
supplied to fit your studio requirement. 

Insertion Loss Only 14 DB. 




ARIATEN 



CINEMA 

ENGINEERING COMPANY 



1510 W. VERDUGO AVE. 
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For commercial operation 
where Finest quality is de- 
sired, use i'AHA-FJLVX 
KEI'ttOUVCKRS. 



The new RMC CARTRIDGE 
ARM with Plug-in Head Shell en- 
ables you to plug in any pick-up 
cartridge. Your cartridges can be mount- 
ed in RMC Head Shells thereby providing 
instantaneous plug-in change. 

RMC CARTRIDGE ARM advantages: 

A superior tone arm at a moderate price . . . 
precision die-cast . . . variable head pressure 
. , . friction-free (less friction than can be had 
with ball bearings) . . . tangential tracking 
(less than Vi degree tracking error) . . . suit- 
able for 12" or 16" tables. 

List prices: RMC Cartridge Arm, including one Head 
Shell $25.00. Spare Head Shell $5.00 each. 

Available through your local Jobber. V/rite for Cartridge Arm Bulletin CA. ^ 



Export: Rocke International Corporation, 1 3 East 40th St., New York 1 6, N. Y. 



R ADIOPHIJSIC COtlPQR ATlOX 



PORT CHESTER 



NEW YORK 



An Amplifier Which Reproduces Sound 
Indistinguishable From The Orig inal 



The superiorify of a 
friode amplifier is 
mosf apparenf in fbe 
final fesf . . . lisfening 



The Brook Hish Quality Amplifier brings 
to Its users a Fidelity of reproduction never 
before achieved except under controlled 
laboratory conditions. 

The Brook is alone in this ability — due 
largely to the use of specially designed 
transformers available in no other amplifier, 
and to the use of triodes throughout. 

There is no way in which additional ex- 
pense could improve the performance of the 
Brook Amplifier. Technical Bulletin AK-7 
and list prices will be mailed on request, 
without obligation. 




CHARACTERISTICS 
Within two-tenths DB 20 to 20,000 
cycles. 

' Both intermodulation and harmonic dis- 
tortion reduced to negligibility. 
Rated output 30 watts. 
Automatic Bias Control — a patented 
circuit feature available only in the 
Brook Amplifier. 

Precisely calibrated Bass and Treble 
compensation — two-stage tapped R-C 
network. 

Gain — 55 to 120 DB in various models. 



The BROOK HIGH QUALITY 
(g^^ AUDIO AMPLIFIER 

^^^^J^jf^^^-r''^ Designed by LItiCOLN WALSH 

BROOK ELECTRONICS, Inc., 34 DeHart Place, Elizabeth 2, N. J. 



lecord is composed. This seems to be 
possible only with home-recorders. 

In commercial lecordings the playl)ack 
stylns has a different angle and radius 
than the groove. Exactitude in grinding 
the tip radius is more difficult than grind- 
ing a conical slope. The use of an edged 
cutting stylus to make the groove pre- 
chides the possibility of a conical stylus 
from fitting such groove as the groove 
must vary in width and angle of cross- 
section as the cutting stylus follows a 
modulated sound track. \n exaggerated 
sketch of this condition is shown in 
Fig. 4a. This results in a bearing on only 
one side of the playback stylus so only 
one half that quoted for the conditions of 
Fig. Sc. And if the angularity of the cut- 
ting edge to the track is too great for the 
slojies of the undulations of the sound 
grooves it may cut only a portion of a 
path and drag backwards fietween ])oints 
(1) and (2), as indicated in Fig. /,h. 




38 



Fig. 4a. Variation of width in lateral-cut 
groove. 

Fig. 4b. Effect of wrong cutting angle in 
sound groove. 

So the bearing surface condition, as 
f-hown in Fig. 3c gives, if bearing against 
both sides of tlie groove, an area as pro- 
jected normal to the slo])e of the playback 
stylus cone twice that which is an ellip- 
tical segment of a cone terminated by a 
smaller ellipse and a segment of a sphere. 
For the same jienetration normal to the 
stylus conical slope the jjiojected area is 
seen to be materially smaller than that 
area of Fig. 3a, iijion which the internal 
dotted line shows its superjjosition. 
Where the area of Fig. 3b is added to 
twice that of Fig. 3a, as in home-recorders 
with embossed records using the same 
st3 lus for recording and playback, tlie 
bearing area is seen to greatly exceed that 
with the usual connnercial i)honographs. 

Some lindtations affect endjossed sound 
tracks. Embossed sound tracks can also 
give a path which lacks fidelity unless 
the radius of the section of the stylus cone 
at the face of the disc (that is half of the 
unmodulated sound-track width) has a 
maximum radius not greater than the 
minimum radius of curvature of the 
center line of the modulated sound track 
curves. The larger such diameter the 
greater is the reqinred unmodulated 
sound track velocity and, or, the lesser 
is the amplitude of stylus swing. 
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Recording Theory 

[from page 17] 

Since after playback tlie state of mag- 
netization lias returned to its initial condi- 
tion, playback energj' is not derived at 
expense of the magnetic energy stored in 
the media but from the energy supplied 
by the drive mechanism. This is directly 
analogous to a generator with a perma- 
nent magnet field where the output 
energy is drawn from the power source 
rotating the generator not from potential 
energy in the field magnets. 

If demagnetizing forces for a certain 
wavelength bring the condition of mag- 
netization to point a, Fig. 7, some longer 
wavelength will result in a state repre- 
sented by a'. ITpon playback it ])asses to 
b'. It is readily seen that the per cent 
change due to playback is greater the 
shorter the wavelength on the record. 

The output of a magnetic tape is 
modified by two opposing tendencies. 
The output decreases with decreasing 
wavelength as the result of demagnetiz- 
ing forces. The per cent recoverj' on 
playback increases with decreasing wave- 
length. The sum of the opposing tenden- 
cies is a net decrease in output with de- 
creased wavelength. 

Conclusion 

W'c have seen from a qualitative dis- 
cussion that variations in two of the mag- 
netic constants affect the output of re- 
cording tapes. Actually the effects are 
not trivial and in the construction of re- 
cording materials careful consideration 
must be given to the ])roj)er balance of 
remanenee and coercive force. 

It is not proper at this point to specu- 
late on the choice of o])tinmm values of 
coercive force and remanenee since all 
the evidence is not before us. Noise 
levels, erase conditions and velocity of 
tape drive must be taken into considera- 
tion as modifying and limiting our selec- 
tion. The discussion of optimum mag- 
netic constants will be deferred until 
these new factors have been considered in 
Parts II and III of this article. 



Testing by Ultrasonics 

[from page 30] 

a beryllium ceramic shell, and be cooled 
by cold gas. If we operated outside the 
firebrick the temperature problem is easy, 
but we might wish to operate in the melt 
directl}'. llien the cooled ceramic tube 
picks up an inch thick layer of lower 
tem])erature steel which lowers the sur- 
face temperature on the ceramic nearly a 
thousand degrees for 2S00-degree steel, 
so we would be well protected, This 
layer is quite constant and quite thin in 
relation to the total ]iath through the 
mix, so any error introduced would be 
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AS AN INDIVIDUAL UNIT! 
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Licensed under Herman Hnxmer Scott 
"at. Pend. for use only in phonograph 
and p/ionograpk distribution systems. 



DYNAMIC NOISE SUPPRESSOR 
AMPLIFIER 





NETPRICE:$248.^,ORDERSIN 
RESPONSE TO THIS ADVERTISEMENT 
WILL RECEIVE IMMEDIATE DELIVERY 

SPECIFICATIONS 

Dynamic Noise Suppressor is six-tube version of Hermon Hosmer Scott horizontal suppression cir- 
cuits incorporating one voltage amplifier stage, one d-c control voltage amplifier, one dual con- 
trol voltage rectifier, one low frequency inductive reactance tube, two high frequency capacitive 
reactance tubes — both using inductors in shunt circuits. 



POWER OUTPUT 

Six watts with less than \% harmonic distortion; 
twenty watts with less than 3% harmonic distor- 
tion. (Note: Until standards are established for 
measuring intermodulation distortion, compar- 
ative ratings between manufacturers are not 
valid.) Intermodulation distortion is minimized 
by special circuit arrangements to a point 
where no "listening fatigue" is produced. Dis- 
tortion at overload is "cushioned" and free of 
oscillatory disturbances. 
FREQUENCY RANGE 

Maximum — 25 to 20,000 cycles per second, flat 
within one db. {Note: See Range Switch speci- 
fications.) 
INPUTS 

1. Phonograph high gain input stage operated 
entirely on d-c, compensated for record char- 
acteristics with G.E. variable reluctance or 
Pickering pickups. 

2. Medium gain radio input. (500-ohm plug-in 
input transformer available.) 

OUTPUT 

Multiple voice coil and line impedances, 
PANEL FINISH 

Anodized aluminum, silver with gold lettering. 
Other finishes available on special order, 
HUM LEVEL 

Below audibility ( — 85 db below normal oper- 
ating level). 
TUBES 

I— 5U4G: I— 6SC7: 3— 6SG7's: 2— 6SJ7's; 
6Sp7; I— 6H6; I— 6J5; 2— 6L6's; I — I2SL7- 
6AL7 (eye). 

CHASSIS DIMENSIONS 
I3"xl7"x3", aluminum. 
PANEL DIMENSIONS 
l9"xl0i/2". aluminum. 
PANEL INDICATORS 

On/off pilot lamp. Dual G.E. indicator 
tube. One section indicates the operation of 
low frequency gate circuit; the other indicates 
the opening and closing of tandem high fre- 
quency gate circuits, 

DYNAMIC NOISE SUPPRESSION CIRCUITS 
One sloped low frequency gate type with dy- 
namic control. Two "tandem" high frequency 
sharp cut off gate types with dynamic control. 
One 16,000 cycle per second sharp cut-off fixed 
(switch operated) filter tuneableto 10 kilocycles. 



I — 
I — 



eye 



CONTROLS 
Volume control. 
Radio-phono switch. 
Five position range switch. 

(a) 20 to over 20,000 cps, 

(b) 30 to 12,000 cps. 

(c) 40 to 8,000 cps, 

(d) 50 to 6,000 cps, 

(e) 60 to 4.500 cps, 

NOTE: Position (e) effective on phono input 
only. 

Treble control — Continuously variable. Maxi- 
mum boost 15 db at 10,000 cps. 
Bass control — Continuously variable. Maximum 
boost 22 db at 50 cps. 

Suppression — Continuously variable control of 
Dynamic Suppression. This control makes it 
possible to adjust the degree of suppression by 
controlling the ease with which tKe gate circuits 
will operate, to suit the surface and back- 
ground noise characteristics of various records, 
as well as the preference of the listener. 
NOTE: Facilities are provided for remote oper- 
ation of range and suppression controls where 
such installation is desirable. 
Amplifier may be ordered with ALL controls on 
3 foot electrical extension cords with front plug- 
in facilities for convenience in custom cabinet 
installations. Special circuits compensate for 
added shunt capacitance in shielded cables, 
and no additional hum pickup is observed with 
these extensions. 

This is a laboratory amplifier of the highest 
quality, designed and constructed to provide 
music reproduction fidelity limited only by the 
available signal, and loudspeaker equipment 
used. 

NOTE: Controversies still exist between the 
advocates of triode output tubes and beam 
power amplifiers. The decision to use beam 
power output tubes in this amplifier was reach- 
ed only after exhaustive tests and extensive re- 
search and design in connection with special 
degenerative feedback circuits and transformer 
characteristics to produce superior listening re- 
sults. Cost was not considered as a factor 
in reaching this decision. The results obtained 
with beam power tubes were unquestionably 
superior, both in laboratory tests for intermodu- 
lation and harmonic distortion and in listening 
observations at comparable power levels. 



The Minnesota Electronics Corporation • St. Paul 1, Minnesota 
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small. We would have a terrific change 
in transmission when the material melted, 
so we could shoot one beam along the 
bottom of a pot and get absolute indica- 
tion when the charge was melted in a 
batch process. 

Testing By Attenuation of Signal 

This subject has been mentioned at 
some length several times in this series. 
It is most useful in fiow processing to 
measure concentration of aerosols or dis- 
persoids (small pai ticles in gas or liquids, 
respectively). It suffers from being an 
amplitude system, and thus needs a 
transmitted signal of constant amplitude 
in the mix, and a stable and well cali- 
brated receiver. 

We have no clear cou'ient as to inst 



how the signal is weakened by a very 
small concentration of these particles. It 
does not seem to be a Tyndall or scatter- 
ing action, but a lowering of Q of the mix 
by simple absorption. In many cases the 
dispersoid is of considerably different 
sonic impedance than the fluid, so that 
we can assume a certain reflection loss at 
the boundary layer of each particle. But 
in other cases, such as Kraft pulp, the 
loss in a six-inch jjath is half signal with 
only one-tenth jier cent of pulp. Yet the 
sonic imjiedance of the pulp is almost 
exactly that of water, which is the fluid. 
Reflection From Boundaries 

The sonic imjjedance of any medium is 
the product of the density times the sonic 
velocity. In British units, it is pounds 
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per cubic foot times the velocity in feet, 
and in c.g.s. units it is density in com- 
parison with water times velocity in 
centimeters per second. 

The simple boundary layer case i» 
where you go from one medium to 
another and both are infinite in thickness. 
The wave is prime normal to the interface. 
If the sonic impedance of the first medium 
is 2si, and the second medium Z,2, then 
the per cent reflection R is simply 



If either or both mediums are only a 
fraction of a wavelength thick, the 
formula is fairly complicated, but if the 
wave arrives at an angle it is quite 
difficult to calculate the resultant wave 
pattern. 

The sonic impedances of liquids and 
solids are not very far apart, but in most 
cases gas, while it has a respectable value 
of velocity, has a density only a ten- 
thousandth or so of either one, so the 
reflection is practically 100%. Thus it is 
almost fatal to have a very thin gas layer 
form on a diaphram in liquid, as the 
energy must go into the gas with a very 
large loss, and then again suffer a similar 
loss in going from gas to liquid. 

A practical point in this case is to note 
that, under some conditions at least, a 
rough diaphram will "gas up" more read- 
ily than a well buffed one, as gas seems to 
form in tiny irregularities in the diaphram 
face, and then spread over the whole face. 
Some work has been done in attempting 
to discourage the formation of gas by a 
biasing voltage between the diaphram 
and the liquid, with little success. We 
have observed cases where gas spread all 
o\-er a transmitter assembly and gave a 
resistance of o\-er 100 megohms to tap- 
water. 

For general use a monel diaphram is 
not too bad, but in boiling acids some 
considerable searcliing must be done to 
find suitable diaphram material. 

Testing Uniformity . 

The Germans during the last war 
made considerable use of ultrasonic test- 
ing for uniformity of sheet stock, shell 
cases and the like. In this country some 
quite promising work was done in passing 
rolled stock between a transmitter and 
receiver under water, and by watching 
the signal attenuation quite small ilis- 
continuities were detected. 

A very simple and bright idea was de- 
\'eloped for determining thickness of 
metal by a one-sided test. A quartz 
crystal is jiut in an oscillating circuit and 
the crystal brought in intunate contact 
with the sheet metal. This formed half of 
a Langevin Sandwich and the frequency 
of the metal p^th added to the frequency 
of ihe crystal itself. The new frequency 
gives the thickness of the metal. 

The future of supersonic testing looks 
quite bright, but a series of new tech- 
niques are called for in many cases. 
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IRE-WCEMA 

[from page 22] 

yet been found for physical size in proper 
reproduction of the lower reaches of the 
audio spectrum. 

Donald Erdman,Triplett & Barton Co., 
Burbank, Calif., gave a paper on ultra- 
sonic flaw-detection and demonstrated 
a portable echo-type unit. 

Exhibitors at the WCEMA portion of 
the show included : 

Altec-Lansing Corporation 

American Microphone Company 

The Brush Development Company 

Burlington Instrument Company 

Dalmo Victor Company 

Eitel-McCuIlough, Inc. 

Electro Engineering Works 

Essex Wire Corporation 

Gilfillan Bros., Inc. 

Girard-Hopkins 

Heintz & Kaufman, Ltd. 

Hewlett-Packard Company 

Hoffman Radio Corporation 

The Institute of Radio Engineers 

Kaar Engineering Company 

Lake Manufacturing Comjjany 

Tlie Langcvin Company, Inc." 

Lenkurt Electric Company 

Magna Electronics Conijianj' 

Remler Company, Ltd. 

Sangamo Electric Comjiany 

Snyder Manufacturing Company 

Sound Equi])ment Company 

Stephens Marmfacturing Company 

Stromberg Carlson Company 

Sylvania Electric Products, Inc. 

Tartak Speakers, Inc. 

Triad Transformer Mfg. Co. 

Universal Microphone Company 

Western Electric Company 

Westinghouse Electric Corp. 

Westline Electronics Company 

Weston Electrical Instrument Corji. 

Among large quantities of equipment of 
special interest to high-fidelity enthusiasts 
was a demonstration by Norman B. 
Neeley J^nterprises of a Magnecoi-d wire 
recorder playing into a James Lansing 
speaker system. Many critical listeners 
were impressed with the clean reproduc- 
tion obtained from this combination. 
The recorder is rcjioj-ted to be flat within 
2 db from 50 to 12,000 cps; to have a 
signal-to-noise ratio of over 45 db; and to 
have a maximum of 1.5 per cent har- 
monic distortion. The unit has, in addi- 
tion, numerous features making for sim- 
ple and straightforwarfl operation. 



along the sprocket holes or along the edge 
of the film, and the problems are some- 
what increased. 

A relatively simple sound-pickup ar- 
rangement has been suggested which 
could be added as an accessory item 
to most 8-mm projectors with a min- 
imum of change, and when using a 
film speed of 24 frames per second, the 
resulting sound quality compares favor- 
ably with that of superheterodyne radio 
receivers; the response curve is essen- 
tially flat to 3,000 cps, and down 10 db 
at approximately 4,300 cps. 

The most important feature of this 
equipment is that the equipment may 
be ailded to existing silent projectors. 



and if the movie enthusiast wishes to do 
his own recording, there are no compli- 
cated problems — the recording is simply 
done on the completed film after editing, 
using a separate machine for the record- 
ing. At any time, the sound can be re- 
moved and rerecorded if desired, simply 
by using an erasing coil in conjunction 
with a high-freciuency tone. 

Since most motors employed on 8-mm 
l^rojectors are of the series type with 
relatively poor regidation, it may be 
necessary to change the motors to a 
more-constant speed type, such as a 
standard a-c induction motor. Additional 
stabilization of speed may be found de- 
sirable, if nmsic is to be reproduced. 
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MICROPHONE 
CONNECTORS 
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Ol/C 



The right connector for every job! 



Technicana 

[from page 5] 

Using a sound-storage index composeil 
of the width of the sound track in mil.s 
nudtipiied by the speed of the film past 
the slit, in inches per second, the relative 
values come out to i)e 1800 for 24-frame 
35 -nun film, 576 for sound-s]>eed IG-mm 
film, and only 108 for sound-speed (24- 
frame) 8-mm film. This is only 6 per cent 
of the sound stoi-age index for standard 
film, and is a fair inflication of the inade- 
quacy of the 8-nmi film for_ conventional 
recording methods. Add to "this the diffi- 
culty of obtaining consistent/levelopment 
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A complete line of microphone 
connectors . . . with types to meet 
practically every application. In- 
corporate the latest developments 
in sound engineering . . . insure 
lowest loss between microphone 
and chassis. Precision built, com- 
pact, dependable and easy to 
install. Used by all leading manu- 
facturers of sound equipment. 

See your jobber today for 
Amphenol low-loss Microphone 
Connectors and Cables. 

AMERICAN PHENOLIC CORPORATION 

1830 SOUTH 54TH AVENUE, CHICAGO 50, ILLINOrS 

COAXIAL CABLES AND CONNECTORS • INDUSTRIAL 
CONNECTORS • CABLE ASSEMBLIES • ANTENNAS 
RADIO COMPONENTS • PLASTICS FOR ELECTRONICS 



For quick, easy selection oi Amplienol 
Microplione Connectors, write for circu- 
lar No. 1059. It includes helpful dimen- 
sional and mounting data as well as 
complete ordering information. 



E 



JVIAIL THE 
COUPON TOdAY! 



AMERICAN PHENOLIC CORPORATION 
1830 S. 54lh Avenue, Chicago 50, Illinois 
Please send the new Amphenol Microphone 
Connector Circular No. 1059 lo: 



Company.. 



Ciry_ 
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Join 

An Outstanding Group 

Subscribe XOW to 
AUDIO E^GIXEERING- 
the 0.\LY Journal for 
!$ound Engineers 

Each issue covers 5 or 
more of these subjects 

1 — Broadcasting 

2 — Transmitter and receiver 

manufacturing 

3 — Sound-on-film equipment 

4 — Recording (disc, wire and tape) 

5 — Public address 

6 — Industrial sound equipment 

and applications 

7 — Acoustic treatment of studios, rooms, 

auditoriums, etc. 




Our editorial policy has aroused tremendous 
interest and acclaim among engineers promi- 
nent in the industry. We are proud to announce 
that co-operating with the editors of AUDIO 
ENGINEERING are such outstanding author- 
ities as: 



HOWARD A. CHINN 

Chief audio engineer for the 
Columbia Broadcasting System 

JOHN D. COLVIN 

Audio Facilities Engineer, 
American Broadcasting Company 



J. P. MAXFIELD 

Authority on sound engineering. 
Bell Telephone Labs. 

GEORGE M. NIXON 

Ass't Director of Technical 
Development 
National Broadcasting Company 



who are members of the editorial 
advisory board. 



Because of the acute paper shortage we are compelled to limit the number 
of subscriptions we can accept, if you are not already a subscriber, we 
recommend that you fill out and mail NOW the subscription form on this 
page. AUDIO ENGINEERING is available only to subscribers. Make 
certain you get your copy every month. 



AUDIO ENGINEERING 

RADIO MAGAZINES, INC. 

342 Madison Avenue, New Vork 17, N. V. 

Sirs: Here is my □ check (or □ money order) for $ Enter my subscription order to AUDIO ENGINEERING for 

the next issues. 

Subscription Price: In U. S. A. and Canada — 12 issues $3 — 24 issues $5. Foreign subscriptions are $4 annually. 
Please check one: □ New subscriber □ Old "Radio" subscriber 

Name (please print) - - - 

Address <^'*Y State 

Occupation (give title) 

Firm Name 
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Noise Suppressor 

[from page 10] 

response range of the ear is greatly 
restricted at low intensity levels. Under 
many conditions of jJaj'back, listeners 
find it desirable to operate the reproduc- 
ing equipment at high average intensity 
levels. Under these circumstances the 
observed noise level during ciuiet pas- 
sages of the nuisic or during intervals 
between notes is particularly distracting. 

It is this latter circumstance that makes 
it possible to produce limited noise reduc- 
tion with volume expanders and other 
"vertical" noise suppressors. These sys- 
tems operate on a variation in amplitude 
of the entire (or block portions of) the 
frequency spectrum. For various reasons, 
including the fact that the control volt- 
ages are not derived from limited fre- 
quency bands, these systems are generally 
inadequate. This is jjarticularly evident 
in connection with abrupt transients, such 
as the sharp clicks that characterize 
noise developed by vinylite and similar 
record materials. One form of vertical 
noise sup))ressor is a selective volume 
expander where the freciuencj' spectrum 
is divided into three channels. The high 
and low-freciuency channels may be inde- 
pendentlj' driven by obtaining the control 
voltage after the dividing networks. A 
serious disadvantage is the fact that the 
entire high and low frequency ranges are 
opened "vertically" when only a limited 
portion may be needed for full range 
reproduction. An inverse form of this 
effect has been described.' 

Pass Band 

The Dynamic Noise Suppressor is of 
the "horizontal" type, providing dynam- 
ic adjustment of the pass band from 
ap]3roximately octaves to full range. 
This means that the signal-to-noise ratio 
is optimum at all times in terms of the 
instantaneous requirements of the music 
versus background noise. In broadcast 
work and in some home radio-phonograph 
installations, it is advantageous to be 
able to extend the controls electrically for 
remote operation. Fortunately, the con- 
trolled components are in portions of the 
circuits to facilitate this arrangement. 

The most convincing evidence of the 
success of this method of noise supi)res- 
sion is actual demonstration. Many de- 
vices that work wonders in the laboratorj' 
do not prove successful in the field. The 
Dynamic Noise Suppressor is no longer 
questionable in this regard for it has 
withstood the test of widespread installa- 
tion in radio stations and in home radio- 
phonographs and has won wide acclaim 
among engineers and music critics. It is 
of some imjiortance to emi)hasize that 
the effectiveness of the results obtained 
may sometimes be limited by associated 
comjionents and economic compromises 



do you need audio equipment? 

do you know WHERE to qet it? 



We are manufacturers and distributors 
of many of the audio components used 
in every broadcast station and studio 



A few of the items that we carry in 
stock and can ship immediately are: 

Jacks Cueing Disks 

Jack Strips Lacing Cord 

Patch Cords Line Equalizers 

Terminal Blocks Relay Power Supplies 



Let lis supply you witli tfiis Iiarcl-to-get equipment 
Descriptive literature and priced on request 




Amperite 



MICROPHONES 




Studio Velocity 
Models RfiO II . R80L 
List $80.00 




P. G. Dynamic 
Models PGH PGL 
List $32.00 

Address inquiry 
attention Dept. A 



The ultimate in microphone 
quality, the new Amperite 
Velocity has proven in actual 
practice to sive the hishest type 
of reproduction in Broadcastins, 
Recordins, and Public Address. 

'The major disadvantage of pre-war 
velocities has been eliminated — 
namely "boominess" on close talking. 

• Shout right into the new Amperite 
Velocity — or stand 2 feet away — 
the (luality of reproduction is 
always excellent. 

• llarmoiuc distortion is less than 
}% (Note: best studio diaphragm 
mike is 500% higher). 

• Practically no ant/le discrimina- 
tion . . . 120° front and back. (Hest 
studio diaphragm microphones — 
discrimination S00% higher). 

• One Amperite Velocity Micro- 
phone will pick up an entire sym- 
phony orchestra. 

There is an Amperite Microphone for 
every requiretnent. 

WRITE FOR ILLUSTRATED 
4-PAGE FOLDER sivins full 
information and prices. 

~^MPERITE (ompany 




Velocity Microphones 
for Public Address 
Models RBHG. RBLG List $42.00 




561 BROADWAY 



NEW YORK 



"Kontaic" Mikes 
Model SKH, list $12.00 
Model KKH, list $18.00 

In Canada: 
Atlas Radio Corp. 
560 King St. W. Toronto, Ont. 
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The ye^rs melt amy 

^ as the years always do ) 



As your years dwindle down— as everybody's must— you'll 
need more than affection and companionship. 

You'll need a place to live and food to eat. Which means 
you— not the family next door, but vw— will need money. 

There's only one way for most of us to get money that's 
to save it. And for most of us, too, the best way to save 
money is through L). S. Savings Bonds. 

Because U. S. Savings Bonds are the most widely and 
easily available investment to every citizen. Every bank 
sells them. E\ery post office sells them. 
AND most important— you can buy them regularly and 
aiaomaticallv . . . which helps overcome human inertia and 
reluctance to save. 

To do so, you just sign up for the Payroll Savings Plan 



where you work, or for the Bond-A-Month Plan at the" 
bank where you have a checking account. Then they really 
pile up. 

Of course, there are other reasons for buying U. S. 
Savings Bonds. 

They're SAFE. Backed by the credit of the United States, 
that's all. 

They're PROFITABLE. You get 4 dollars out for 3 put in, 
after 10 years. 

They're LIQUID. Like water. You can get your cash out 
of them at any time ... in a few minutes . . . without penalty. 

Remember those words "melt away."" They say better 
than a volume of statistics that you have less time than you 
think, to save. 



the ejs\/^ automatic way- with U5. S^mI^s Bonds 



CciUrihiited by this maguzjiw in co-operation with the Mag.izinc Publishers uf America as a public service. 
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in design policies. A serious problem' in 
the industry is the selection and training 
of sales |)ersonnel in dealers' stoies to 
learn enough about the merchandise they 
sell to make effective demonstrations and 
to instruct their custoniei-s proi)erly. The 
finest radio-phonograph, with or without 
a Dynamic Noise Suppressor, makes a 
poor show ing if it is improper-ly operated. 

The Dynamic Xoise Suppressor does 
not eliminate the value of tone control 
circuits, but, on the contrary, makes it 
possible to o|)crate high and low boosting 
circuits without the usual attendant 
increase in noise level. It will not pro- 
duce tiuisic from blocks of concrete, but 
it will produi-e the most nuisic and the 
least noi.^ic possible from any given record. 

References 

1. Goodoll, .John n., and Mich(!l, H. M. II., 
.\ii(lilory Perception, Electronics, .Jub* 
I94(i. 

2. .Scott, II. II .Dynamic .Suppression of 
Phonograph Record Xoise, Electronics, 

December 19)0. 



Record Revue 

[from page 341 

{Columbia M60S) reviewed last month. 
An opi)Osite exam|)le is Concert Hall 
Society's Symjibony for Strings, by Wil- 
liam Schumann, which on casual iiearing 
may soiuid definitely restricted in range 
(it isn't) because of the solid, homogen- 
eous string tone without instrumental 
solos, the over-all type pickup, and rather 
dry, unre-sonant acoustics. 

In these cases and plenty of others, 
isn't the impression of tonal range as im- 
portant as the actual range itself? 

.Vlmost any subscriber to this magazine 
can muster far more extensive testing 
equipment than I have for the judgment 
of what there is to be heard on a record. 
If it were purely a matter of electrical 
testing, then this department would 
surely be superfhiou.s — nor would there 
be nmch to argue about. I5ut judging 
records, judging the effective, the prac- 
tical o\'er-all engineering as well as the 
music, is a matter as much for the ear as 
for the instruments, which are merely 
guideposts along the way. It is a matter 
of a trained ear and a good memory, for 
careful and com|)arative listening, for the 
application mentally of as many checks 
and balances as are available through 
experience. It is a matter of mental 
gymnastics, if you wish. Perfect tech- 
nical equipment is not the answer; rather 
a knowledge of the defects and limitations 
of one's own ecjuipment so that these may 
be discounted. One pins down as much as 
one can in the way of fact, one tries this 
and that setting. A GI'^ pickup, a Picker- 
ing, a crystal, a couple of s|ieakers, good 
and bad, a cheap amplifier as well as a 
good one— and then the work really 
begins, the correlating and the discount- 
ing. 

As for going out on a limb, I'm quite 
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THE MOST 
EXPENSIVE... 

INDISPUTABLY 




The Pickering Cartridge provides 
the cleanest reproduction ever 
achieved, with linear response 
to the limits of audibility. 
It tracks with only 15 grams 
pressure and fits practically 
any arm. It is acknowledged to 
be the finest record reproducer. 

PICKERING & CO., INC., 29 WEST 57TH STREET, N. Y. C. 



New . . . Improved 

ATTENUATORS 

by TECH LABS 





"New Tim.s — N«w Mod«t", tayt old proverb. These new 
allenualort were born lo meet new war-crealed demands. 
They represent a new medium frame size: Type 800 (2V4" 
dia.) and a larger size: Type 900 (3" dia.). The Type 800 
is supplied as polenliomeler, rheostat, ladder and T-pad up 
to 20 steps. The larger size Type 900 is similarly furnished 
with up to 45 steps. Write for new bulletin. 




Mapvfatlurctt of f^ftcititu) tttelrittr! ktiiiioTKt (n(*i-[*jj»#jifs 
337 CENTRAL AVE. . JIRSEV CITV ^ N.J. 
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HARVEY 

has 

TRANSCRIPTION 
EQUIPMENT 




GRAY 

Transcription Arm 



For your favorite cartridse, such as 
the new GE Variable Reluctance. 
Assures optimum performance; 
gives smoothest possible frequency 
response, reduces surface noise 
ratio, provides adjustable scale to 
conveniently regulate for ideal per- 
formance of the particular pickup in 



Net. 

GRAY Model 
601 Equalizer 



$35.00 




$42.50 



4-position, standard broadcast type, 
S50-ohm impedance; designed to 
complement the GE Variable Re- 
luctance cartridge mounted in a 
Gray Transcription Arm. 

Net.. 

ALTEC LANSING 
A-420 Pre-Ampllfier 

High gain, low noise level pre- 
amplifier for use where high quality 
amplification is desired. 

ALTEC LANSING 
604 Duplex Speaker 

Combining high and low frequency 
units in one horn. Range: 50 to 
50,000 cycles. 

ALTEC LANSING 
A-255 Amplifier 

High quality recording amplifier 
intended primarily for disc record- 
ing. Full power at frequencies up 
to 10,000. 40 watts — 65 db. gain. 



Telephone 



LOngacre 3-1800 




103 West 43rd St., New York 18, N. Y. 
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willing to if it is, so to speak, a construc- 
tive limb. Better to take a good guess 
(based on a lot of comparative experience) 
as to frequency range or mike placement 
than to ignore these factors entirely when 
they obviously count. Better to ascribe 
a very wrong reason for an actual fault 
than none at all! Better to make boners, 
learning the hard way, than to be over 
cautious. Boners or no, I'm confident 
that this department can pass on its 
batting average. If it can, the reason is 
again that the human ear is after all the 
greatest, simplest, most accurate testing 
instrument as to results that there is; 
because it is direct-coupled to the mind, 
whereas all the 'scopes and multitesters 
and sweep frequency records in the world 
can't define a simple word like "pleasur- 
able" in sound reproduction. 

Recent outstanding records of interest 
to the sound engineer: 

Humperdinck, Hansel and Gretel. 

Metropolitan Opera Company. Rise 

Stevens, Nadine Connors, etc._ 

Columbia M OP 26 (2 vols.) 

This is the first of the new American- 
recorded complete operas with the Met 
company. Done with what appears to be 
a well worked out variety of the accentua- 
tion technique, it combines extreme 
clarity of instrumental and vocal detail 
(excellent and very intelligible word 
sounds) with a good sense of over-all 
liveness. This is in no way an attempt to 
reproduce "opera house realism," hut 
rather a new kind of sound, artificial 
perhaps, but very much alive and realistic 
nevertheless. Appearance of very wide 
range (see article!). 

Britten, Young Person's Guide To 
The Orchestra. 

(Variations on a theme fi'om Purcell's 
Abdelazer Suite. See Addio Engineering, 
October) 

Liverpool Philharmonic, Malcolm Sargent. 

Columbia M703 



English Columbia is rivalling English 
Decca in a similar type of recording. This 
is a part-humorous work (no narrative), a 
kind of "quick-brown-fox" of the instru- 
ments, with passages for every one in the 
orchestra. The recording is soft, resonant, 
with mild high end and usual low turn- 
over of European recording. Impression of 
lack in highs on first hearing, but careful 
listening shows a very wide range. Highs 
can be boosted to taste. 

Beethoven, Rasoumovsky Quartets, 
Opus 59, Nos. I, 2, 3. (3 albums). 

Paganiiii Quartet 

Victor MUSI, 1152, 1153 

A fine example of the importance of other 
factors than merely wide range in the 
matter of "high fidelity." These are 
finest quartet recordings in postwar 
period, possibly excepting some by Con- 
cert Hall Society. Big, full, natural tone, 
like an orchestra: shows the real power of 
a quartet when heard as it was intended 
to be heard — close to. Range is plenty 
wide enough — yet it is interesting to find 
that Victor's prewar recordings of the 
Budapest Quartet are almost identical 
with these in effect and are just as satis- 
factory. Range in both is probably re- 
stricted to 8500 or so. (See Mozart, 
Quartet No. 17, "The Hunt," Victor 
M763). 

Bach, Concerto in D Minor for Two 
Violins. 

Heifetz (both parts). RCA Victor Chamber 
Orchestra. Victor Ml 136 

An interesting job of technical stunting. 
The synchronization is remarkable and it 
is impossible to tell which part was re- 
corded first; quality is virtually identical. 
Yet technical imperfections still present. 
The sides differ markedly in "curve"; the 
first side is rather dull, lifeless, the last 
suddenly brilliant and harsh. The sense 
of liveness also seems to have suffered in 
the necessary dubbing; the recording is 
rather lifeless compared with other 
Victors. 

Musically this merely proves how right 
old Bach was in his idea of a duet britween 



FOR RELIABLE CAPACITORS 




EMbiico 



Write — on firm letterhead — for new catalog. 

Foreign Radio and Electronic Manufacturers 
communicate direct with our Export Depart- 
ment at Willimantic, Conn., for information. 

THE ELECTRO 
MOTIVE Mfg. Co. Inc. 

Willimantic, Connecticut 
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For the Finest Reproduction 




. . the GRAY 

TRANSCRIPTION ARM 

is receiving nation-wide acclaim! 

Meets the critical requirements of high 
compliance reproducers and is designed' 
to accommodate all modern cartridges 
— General Electric, Pickering, etc. 
Less cartridge $35.00. 

Ask these Authorities: 

HOWARD A. CHINN, Chief Audio 
Engineer, Columbia Broadcasting System. 
JOHN D. COLVIN, Audio Facilities, 
American Broadcasting Company. 
WM. S. BACHMAN, Designer of G.E. 
Variable Reluctance Cartridge. 
MAJOR PAUL W. KLIPSCH, Designer 
of the Klipschorn. 

NORMAN C. PICKERING, Pres. and 
Research Engineer, Picl<ering products. 

And personnel of progressive radio sta- 
tions who have had an opportniiity to 
install and test this equipment. 

Gray High-Fidelity Equalizer 




station Use- 



Specially designed for use with the G.E. 
Variable Reluctance Cartridge. 
Matches the pick-up to a 250 ohm mi- 
crophone channel; has been adopted by 
radio networks. Complete $42.50. 

Gray Recording & Transcription Table- 




Now in i)roduction. Highly perfected, 
exclusive design, synchronous direct 
gear drive. Extreme accurai^y of mo- 
tion, exact speed, finest table made, 
yet priced within reach of all. Simple, 
ragged construction for continuous 
operation. 

If you have not obtained your copy- 
write for BULLETIN A10-B10 

GRAY RESEARCH 
& DEVELOPMENT CI 



ELMSFORD 4 ■ WESTCHESTER COUNTY ■ NEW YORK 



two different personalities. With both 
played by same person the music is un- 
bearably monotonous, completely lacks 
the intended give-and-take that makes it 
worth listening to. 

Tschaikowsky, Symphony No. I 
("Winter Reveries"). 

Santa Monica Symphony, Rachniilovitch. 

Disc 801 

This is moH! satisfactory than pi;evious 
recordings by this movie musicians' 
orchestra. It is on good surfaces, has a 
wide range. But again ill-advised acous- 
tical characteristics and poor microphon- 
ing give a very false sound, which quickly 
disturbs most music lovers. "False," in 
tfiat it sounds Holly woodish, as though 
recorded on a sound stage. Engineers 
study this as sample of how not to record 
this type of music. Playing is excellent. 

Wagner Program. (Siegfried Idyll, 
Faust Overture, Ride Of Valkyries). 

NBC Symphony Orchestra, Toscanini 

Victor Ml 135 

Strange that almost every Toscanini 
recording is, like this one, fiarsh, unmel- 
lovv, an(l freciuently so heavily recorded 
that few pickujjs can take the vibration 
without transmitting some unpleasant 
distortion, Softer portions are beautiful 
in the reproduction. Other conductors 
recording with this orchestra seem to get 
different results. An interesting ques- 
tion — is it merely the conductor's tyjje of 
playing, or are there actual engineering 
differences? Ask Victor! For comparison 
try Victor Ml 132 (Beethoven Piano 
Concerto) — same orchestra, different con- 
ductor. Presumably same equipment, 
etc. 



New Products 

[from page 36\ 

ing" effects in the reproduction. There i.s 
very little difference in pick-u|) as you pull 
away from the microphone. The abrupt 
change in outjjut u.sually exjierieiiced on 
moving away from the microphone is 
eliminated. The harmonic distortion is less 
than I'c. The ribbon itself has a jjeak of 
10 cps; above that, it is practically flat. The 
entire microphone has a rated frequiMicy 
response of 50 to 11,000 cps plus or minus 
2 db. OutjHit is -02 db. 

The discrimination with angle from 60 to 
10,000 ci)S is less than 5%. (Angle dis- 
crimination in Studio Diaphragm Micro- 
phones is at least 400% higher). 

The microphone comes complete with 
(•able connector and a switcli which is 
"hidden" in the back of the microphone in 
such a way as to prev(!nt tampei ing. 

The microphone is available in two 
models: Model RBHG (high imijcdance); 
Model RBLG, .50-200 ohms. Comjjlete in- 
formation, prices, will be prorajitly sent by 
the Amperite Co., Inc., 5()1 Broadway, 
New York 12, N. Y. Canadian Address — 
Atlas Radio Corj)., 560 King St. W., 
Toronto, Ont. 

MAGNETAPE RECORDER 

•Eight continuous hours of either record- 
ing or playback time on a single reel of 
magnetic tape establishes Model 900D 
Magnetape* Recorder, now being produced 
by the Magnephone Division of Amplifier I 
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Radio Ccitalog 



c,h.l»9 of !i«di« rom . ' 



Ready now— the greatest, latest com- 
plete presentation of radio, electronic 
and television equipment and supplies 
in Concord history ! Packed from cover 
to cover with thousands of items — 160 
pages of everything in Radio and Elec- 
tronics. Special bargain section of hun- 
dreds of money-saving values. Scores 
of NEW ITEMS from famous makers. 
Mail coupon for FREE copy at once! 



SPEAKERS 

with 3 ohm VC's at reat buys 
X150M. 5' Round 

PM $1.14 
X151M. A'nS' Oval 

AInico V PM . $1.19 
X152IVI. Dynamic 

450nlield . . . $1.29 



RF& DC Meter Values 

0.4 Amp. RF. Built-in ther- 
mocouple. GE type DN ■ 
56. 2 H" round. 
X16SM — Eaeh . $1.95 

0-35 V DC. Red mark at 28.5 
V Simpson type K25. iVi' 
round. 5B4205.$1.95 



ELECTROLYTICS 

All Nationally Known Makes 

Number Mf. WV Each NumSer Mf. WV Each 

X1S4M 6 4IiO 24c X1S3M 20-20 ISO 49c 

X155M 8.8 450 39c X160M 40 460 65c 

X1S6M 10 460 27c X161M 50-30 160 29c 

X1S7M 10-10 450 47c X162M 16 600 3 9c 

X158M 16 450 29c Xi63M 100 60 ISc 

X159M 20 160 22c K164IW100-100 

50-20 50 I9c 





CONCORD RADIO CORPORATIONr Dept. F-117 
901 W. JACKSOtJ BLVD.. CHICAGO 7, ILL. 

Yes, rush FREE COPY of the comprehensive new 
Concord Radio Catalog. 
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Now — TBc.a-d nnd play bacli on ftls amniing 
ir-stDvinent any sound that can be heard, and 
many that cannot — from a concert hall 
symphony to the beat of your heart. Simple 
interchangeable capstans provide a choice 
of three tape speeds for high fidelity, medium 
fidelity, or up to 8 hour voice recording. The 
ideal recorder and playback unit for home, 
office, industry, and broadcast station. 

Other standard and portable models of short- 
er playing duration also available. Write 
today for our free illustrated catalog featuring 
our complete series of Magnetape Recorders 
and accessory equipment. 

Send 25c. in stamps or coin for A.C. Shaney's 
new booklet. "Elements of Magnetic Tape Re- 
cording — and 999 Applications. ' Tiademaik 



AMPUFIEB COUP, vf flMfiMGA 



398-4 Broadway 



New York 1 3, N. Y. 



VERTICAL LATERAL 

9A, 9B, D-93306, MI-4856 

Reproducers Reconditioned 

Only new parts used -includes repainting and 
replating: 

Response cliecked witli advanced Laboratory 
equipment 

FAST S EH VICE 

VIBRATION SYSTEMS, INC. 

1040 W. Fort Detroit 26, Micli. 
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Address Changes 

Subscribers to AUDIO 
ENGINEERING should 
notify our Circulation Dept. 
at least 3 weeks in advance 
regarding any change in 
address. The Post Office 
Dept. does not forward 
magazines sent to a wrong 
address unless you pay 
additional postage. We can- 
not duplicate copies of 
AUDIO ENGINEERING 
sent to your old address. 
Old and new address 
MUST be given. 

Circulation Dept. 

AUDIO ENGINEERING 
Radio Magazines, Inc. 

342 Madison Ave. 
New York 17, N. Y. 



Corp. of Amei-ica, as the world's longest 
playing recording and playback instrument. 

This model is invaluable for home record- 
ing of complete operas and symphonies 
without a program break, for providing 
business organizations with uninterrupted 
telephone monitoring for a full 8-hour 
business day, and for prolonged radio-broad- 
cast monitoring. 

Advanced design principles provide a 
constant tape pull regardless of build-up in 
the take-up reel. An automatic forwaril 
limit switch cuts off the au.xiliary tensioning 
and take-up motors when the tape is used 
up. All outstanding mechanical feature is 
the constant speed drive attained through a 
special type of synchronous motor ('ni]iloyed 
to drive a combination flywheel and capstan 
pulley which keeps the tape feeding at an 
unvarying .speed. (Spi'cd variation of the 
tape is l(«s than 0.2% during oiieration.) 

A local or remote control instantaneous 
start-stop clutch mechanism facilitates 
typewriter transcription of recorded pro- 
longed conferences. By operating the unit 
one minute out of each fifteen, this machine 
will operate for five days without attention. 

Economy and convenience of operation 
are evidenced by the fact that reels can be 
jilayed back a thousand tiines with no loss 
of fidelity; reels can be erased, and rere- 
corded again and again; reels can be edited, 
with unwanted sections cut out, and the 
tape spliced with ordinary scotch tape. 

By utilizing an optionally available 
built-in Automatic Program Timer, 32 
quarter-hour programs may be automati- 
cally recorded on a single reel. The patented 
E-Z-CUE* enables the user to rapidly find 
any predetermined selection on an 8-liour 
reel, with an accuracy of better than one 
part in 2 thousand. 

This unit features a choice of rated re- 
sponse ranges from 70 to 9000 cycles for 3M 
hour play at a tape speed of 7V2" per second; 
80 to 5000 cycles for 6 hour play at tape 
speed of 4" per second; and 100 to 3500 
cycles (voice recording) for 8 hour play at_ 
tape speed of 3" per second. 

Complete catalog, listing all features and 
accessory equipment, and including tech- 
nical specifications, available from the 
manufacturer. Amplifier Corp. of America, 
398 Broadw'ay, New York City. 

*Tradeijlark 

HIGH FIDELTY TUNERS 

• Meissner has added to their line of pre- 
cision built products new tuners for high- 
fidelity reception. The A.M. coverage of 
both units is 527 to 1620 kc and the newly 



cycles. E.xceptional tone control provides a 
lOdb boost at 40 cycles and response varia- 
tion from -f- 12db to -14db at 10000 cycles. 
In addition, the volume control is provided 
with an automatic bass compensation cir- 
cuit to match the bass characteristics of the 
human ear. . 

Tuning adjustment is made simple by a 
slide rule scale and a 6U5/6G5 tube as a 
tuning indicator. Sensitivity is better than 
10 microvolts; selectivity for a-ra signals, 
may be made either broad or sharp as 
desired. The a-m circuit will operate from 
any antenna with a single lead-in wire. The 
f-m circuit is designed for an antenna having 
a balanced 300-ohm transmission line. 

Operated at 105-125 volts, 50-60 cycles 
input the power consumption for the AM- 
FM Tuner is 80 watts; (30 watts for tlie^ 
AM Tuner. The output is 8 volts at high 
impedance terminals and .75 volts at 500 
ohm terminals, with a hum level 60db below 
output level. Both units are i>rovided with 
phono input terminals so that they may be 
u.sed with record players. 

For further data, write the Meissner 
Manufacturing Co., Mt. Carniel, 111. 




assigned channels of the f-m band from 88 
to 108 mc are also covered by the am-fm 
tuner. 

The frequency response of these tuners 
is flat within +2db from 30 to' 1.5000 
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► There's hardly a spot on the globe that isn't within hearing 
distance of Presto equipment. The reason lies in the unadorned 
merit of the equipment itself. Engineers are not easily taken in 

TnG Sun no VG r S6tS phrases relating to the equipment they use. It is always 

the performance that coimts. 

► The record of Presto firsts in the recording field is long and 
imposing. Presto creative engineering plus precision manufac- 
ture have kept Presto in the forefront for more than a decade. 
This is evidenced by the high regard in which Presto equipment 
is held, not only in this country, but everywhere in the world. 
It all adds up to this supportable statement : Engineers prefer 
Presto for performance. 



on Presto 

Recording Equipment 




WORLD'S LARGEST MANUFACTURER OF INSTANTANEOUS SOUND' 



RECORDING CORPORATION 

242 V^h^u. iUEET, NEW YORK 19, N. Y. 

Ltd., in Canada 



EQUIPMENT & DISCS 
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^ HIGH-FIDELITY RECORDER. 




RCA Type 73-B 



DESIGNED with almost every known 
device for cutting your high-fidelity 
reproductions, this professional recorder 
has everything you need for versatile 
control of cutting to meet any recording 
situation. 

• For instance, a new improved cam- 
operated lowering device prevents stylus 
damage and* overcutting . . . because it en- 
ables you to lower the flutter-proof cut- 
ting head gently with decreasing speed 
as the head approaches the spinning 
record. 

• For instance, start and finish spiralling 
is controlled by a separate motor . . . push- 
button operated. Spiralling pitch: ap- 
proximately 6 lines per inch at 78 rpm 
and 2.5 lines per inch at 33 '/i rpm. 

• For instance, yon can change cnttinii 
jroin inside out to outside in by the sim- 
ple turn of a dial . . . without adjusting 
the lead screw or driving gears. The 
pitch is continuously variable, while re- 
cording, from 96 to 152 lines per inch 
to handle program overruns. During 
actual running, too, you can adjust the 



RCA 73-E RECORDER, 
with its 3|:tional cabinet 
type MI-1 1827 



Stylus cutting angle and cutting depth. 
Groove grouping is eliminated because 
the head rides smoothly along a tubular 
enclosure that protects the feed screw. 
An automatic equaJizer . . . available on 
special order . . . compensates for record- 
ing-level variations due to changes in 
surface speeds. 

For additional 
facts ask your RCA 
Broadcast Sales 
Engineer for / 
Bulletin ,/ 

lJ3137...or 
write Dept 

115-K 




CHECK THESE SPECIFICATIONS 

Frequency response. . .30 to 10,00G cycles, ^ 2 db 

HeocJ sensitivity (groove velocity 
6.3 cm/sec, 0.00079" pealc to P"qI< 
at 1000 cps) -(-30 dbm (1.0) w(att 

Turntable accuracy + 1/2% 33V3 or 78 rpm 

Speed regulation (w/ow/s) . 0.14% rms at 33V3 rpm 
0.07% rms at 78 rpm 

Turntable drive. . . .2 hysteresis type synchronous 
motors, usirt^ rim drive 
through rubber idler rollers 

Type of stylos Sapphire or Ste.el 

Microscope 36 povi/er Spencer 

Playback removable plate provided 

for mounting RCA Uiiverbol 
Pick-up arm, MI-1 1871 
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